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OF  THE  PADF< 

SAN    FRANCISCO, 
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Fourteenth  Annual  Repor 


OK    THE 


BOARD   OF   DIRECTORS 


Fire  Patrol  of  San  Francisco 

For  the    Year   Ending   December   31,    1888. 


At  the  Annual  Meeting  of  this  Corporation,  held  in  January  last,  the 
following-named  gentlemen  were  elected  Directors  to  serve  for  the  ensuing 
year,  viz  : 

DIRECTORS: 

Robert  Dickson,  E.  B.  Haldan, 

I.  Gutte,  Wm.  J.  Landers, 

A.  C.  Donnell,  Ed.  E.  Potter, 

Chas.  A.  Laton. 


Char.  A.   Laton,  President.  Robert  Dickson,  Vice-President. 

Wm.  J.   Landers,  Secretary  and  Treasurer. 


Headquarters  <;/'  the  Patrol,  Station  No.  1,  Nos.  lot;  and  ins  Jessie  Start 
Station  No.  .'.  A".  /:.  corner  of  Eddy  and  Polk  Streets. 

SAN     FRANCISCO. 


DIRECTORS1    REPORT. 


San  Francisco,  Cal.,  January  1,   1SS9. 
To  the  Member*  of  the  Underwriters'  Fire  Patrol  of  San  Francisco. 

Gentlemen  :  The  Directors  are  pleased  to  report  favorably  in  every 
respect  concerning  the  services  rendered  by  the  Patrol  during  the  past  year. 

All  of  the  property  belonging  to  this  Corporation  is  in  excellent  working 
order. 

During  the  year  no  unusual  expenses  have  occurred. 

The  Directors  refer  with  renewed  pleasure  to  the  continued  Co-operation 
existing  between  the  officers  and  members  of  the  San  Francisco  Fire  Depart- 
ment' and  the  Fire  Patrol ;  likewise  the  Fire  Alarm  and  Police  Telegraph, 
Fire  Marshal,  Chief  of  Police  Crowley  and  all  officers  a:id  members  of  the 
police  force,  the  A.  D.  T.  and  the  Telephone  Company,  and  numerous  friends. 

Very  respectfully  submitted, 

Robert  Dickson, 

Ed.  E.  Potter, 

I.  Gutte, 

E.  B.  Haldan,  }Dircctors. 

.A.    C.    DONNELL, 

Wm.  J.  Landers,  Sec  and  Treas.  I 
Chas.  A.  Laton,  President. 


REPORT    OF    CAPTAIN    WHITE. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  1,  1889. 
To  the  President  and  Board  of  Directors  of  the  Underwriter*   Fire  Patrol. 

Gentlemen  :  The  undersigned,  as  Superintendent  of  the  Fire  Patrol,  begs 
leave  to  submit  to  your  honorable  body  his  Fourteenth  Annual  Report,  for  the 
year  ending  December  31,  1888. 

The  force  at  present  consists  of  sixteen  permanent  members,  viz:  one 
captain,  two  lieutenants  and  twelve  patrolmen  ;  also  one  night  watchman  at 
the  headquarters. 

No.  1,  or  Headquarters,  at  Nos.  106  and  108  Jessie  St. — This  house 
is  well  built,  well  located,  and  well  designed  for  patrol  duty.  It  is  a  credit  to 
the  city,  and  such  is  the  opinion  of  all  strangers  who  have  honored  us  with  a 
visit,  saying  nothing  about  the  encomiums  of  our  own  citizens. 

There  are  at  present  eight  horses, seven  in  active  service  and  one  spare.  All 
of  them  are  in  fine  condition  and  well  trained  in  their  duties. 

The  apparatus  consists  of  four  wagons  (three  in  active  use  and  one  spare) , 
one  steam  salvage  pump  (capacity  2,500  gallons  of  water  per  minute),  one 
wagon  (with  suction  hose,  coal,  ropes  and  a  complete  outfit  of  necessary  tools), 
two  buggies  (one  in  active  use  and  one  spare).  All  of  them  have  been  kept  up 
to  the  highest  standard,  and  are  now,  as  far  as  can  be  determined,  in  excellent 
condition. 

The  personal  of  the  force  remains  (with  three  exceptions)  the  same  as  that 
of  the  previous  year.  In  all  cases  where  vacancies  have  occurred  they  have 
invariably  been  filled  by  promotion  from  the  substitute  force,  as  I  consider 
that  the  men  who  have  undergone  the  necessary  training  which  this  branch  of 
the  service  requires  are  therefore  better  qualified  to  fill  permanent  positions 
and  preferable  to  untried  material. 

I  desire  to  express  my  warm  appreciation  and  sincere  thanks  for  your  very 
prompt  indorsement  of  my  recommendations,  by  which  this  department  has 
secured  still  greater  efficiency  than  heretofore.  I  also  desire  to  express  re- 
newed obligations  to  the  President  and  Board  of  Directors,  and  to  the  Chief  of 
the  San  Francisco  Fire  Department,  David  Scannell,  Esq.,  assistant  engineers 
and  members  of  the  department ;  also  the  Chief  and  all  officers  and  members  of 
the  Police  force,  the  Superintendent  of  the  Fire  Alarm  and  Police  Telegraph , 
and  all  of  the  employes,  for  the  very  efficient  manner  in  which  all  have 
rendered  assistance. 

I  likewise  desire  to  express  my  many  obligations  to  Fire  Marshal  Towe  ;  also 
to  commend  the  officers  and  members  of  the  Fire  Patrol  force,  for  the  very 
satisfactory  manner  in  which  they  have  performed  their  duties  during  the  past 
year. 

You  will  be  gratified  to  learn  that  nothing  has  occurred  during  the    year 
1888  to  mar  the  enviable  reputation  which  the  Patrol  has  so  justly  acquired. 
Respectfully  submitted, 

RUSSELL    WHITE, 

Captain  Fire  Patrol. 
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LIST   OF   THK    MEMBERS   OF   THE   PATROL    FORCE. 


Station  No.   1. 
Nos.  106  and  108  Jessie  Street. 

Position. 

Names. 

Age. 

No.   OF   BA 

)()K. 

Charles  H.  Okell 

34 
37 
28 
34 
33 
32 
34 
28 
24 
29 

One. 

Two. 

Six. 

Seven. 

Five. 

Three. 

Four. 

Eight. 

Fourteen . 

Antone  D.  Yost 

William  I.  Nash 

Fred.  W.  Brown 

Philip  Dolan 

Station  No.  2. 
Corner  Eddy  and  Polk  Streets. 


Lieutenant 

John  F.  0.  Comstock 

William  T.  Thoney        

35 

26 
29 
37 

28 

Nine. 

Private 

Carl  Hartwig 

John  M .  Jones 

Twelve. 

Ten. 

Russell  White,  Captain,  aged  46. 
Headquarters,  Station  No.  1. 


RESIGNATIONS   AND   APPOINTMENTS   DURING    TDK    YEAR. 
Resignations. 

Richard  Allen,  February  24th,  to  enter  other  business. 
Fred.  Wolff,  April  29th,  to  enter  other  business. 
Geo.  Lake,  December  19th,  to  enter  other  business. 

Appointments. 

John  McGorry,  December  19th,  to  fill  vacancy. 
Henry  E.  Buckley,  December  19th,  to  fill  vacancy, 
p  Dolan,  December  19th,  to  fill  vacancy. 
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TOTAL    NUMBER   OF   ALARMS    RECEIVED   DURING    THE    YEAR. 

Received,  all  told " 404 

Of  which  there  were  Bell  Alarms 350 

Still  Alarms HI 

Telephone  and  American  District  Telegraph  Alarms 22 

Total '. 403 

23  of  the  above  Alarms  were  False  Alarms. 


SERVICES   PERFORMED   BY   THE   PATROL     FORCE. 

Hours  in  active  service 398  hours  10  minutes. 

Number  of  Fires  extinguished 11 

"         "  Fires  held  in  check 4 

"         "  Fire  Extinguishers  used 31 

"         "  Covers  spread 970 

LOCATION  AND     DATE     OF     FIRES     EXTINGUISHED     BY     THE 
PATROL    FORCE. 

January  2d.     Huwes'  Saloon 21  Beale  street. 

"     20th.     Lodging  House Corner  Stevenson  and  Second  streets. 

"     24th.     Saloon Corner  Jessie  and  Second  streets. 

Feb.      17th.     Dye  House 825  Howard  street. 

April   24th.     Unoccupied  Building 314  Eddy  street. 

May         3d.     Saloon 189  Jessie  street. 

July         3d.     Concrete  Engine  House Second  and  Stevenson  streets. 

"  8th.     Dwelling 65-67  Jessie  street. 

Aug.       1st.     Dwelling 900  O'Farrell  street. 

Oct.      10th.     Dwelling 546  Mission  street  (rear). 

Dec.        1st.     Wholesale  Grocery 9  to  15  Beale  street. 

"        15th.     Lodging  House 813  Sutter  street. 

"        21st.     Fancy  Goods  Store 123  Kearny  street. 

GRADE  OF  LOSSES. 


130 
10S 
58 
5 
5 
I 
1 
1 


Under  $100 

$100  to  $1,000 

$1,000  to  $10,000  . 
$10,000  to  $20,000 
$20,000  to  $30,000 
$30,000  to  $40,000 

$57,731.50  

$603,242.54 


AOUKEGATE. 

$    4,141  55 

34,491  75 

155,157  86 

76,039  25 

118,356  31 

35,018  00 

Blum's  Pork 

Main  Street 

$      31  86 

32S  62 

2,675  11 

15,207  85 

23,671  22 


House. 
Fire. 
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THE     FOLLOWING 


WILL     SHOW 
SPREAD    AT 


THE    NUMBER 
)9    FIRES. 


OF    COVERS 


21  Fires 
10       " 

9 

9       " 
10       " 

3 

1       " 

1 

6       " 

6 

1 

1       " 

3       " 


of  1 
2 
3 
4 


Cover  each 21 

20 

27 

36 

50 

18 


Total  covers  spread . 


54 
60 
15 
16 
51 

383 

587 

970 


2  Fires  of  18  Covers  each . 


99  fires  where  covers  were  used . 


36 
57 
40 
21 
25 
52 
27 
30 
31 
41 
50 
80 
97 

587 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY  THE   PATROL 
FORCE   SINCE  ITS  ORGANIZATION. 


Year. 

Alarms. 

Covers  Spread. 

Hours  Duty. 

1  875 

168 
322 
372 
370 
344 
352 
380 
343 
392 
319 
314 
405 
426 
404 

206 
1,136 
1,269 
1,163 

808 
1,129 
1,140 
1,019 
1,133 
1,003 
1,422 
1,179 
1,335 

970 

H.    M. 

132   15 

1876 

219  59 

1ST? 

229  46 

1878 

194  10 

i879 

1880 

175  10 
225  40 

1SS1 

312  20 

1S82 

275  5(1 

1883 

287  30 

1884 

211   15 

1885 

273  10 

1886 

373  59 

1887 

382  20 

1S88 

398  10 

Total 

4,911 

14,902 

3,5S9  34 
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CONDENSED  SCHEDULE  OF  PROPERTY  ON  HAND  AT  THE 
PATROL  STATIONS. 

No.  1  Station,   Nos.  106  and  108  Jessie  Street. 

Horses 6 

Wagon  (Mercantile  District,  large) 1 

Wagon  (Hill  Distinct,  smaller) 1 

Buggies  (for  Captain's  use) 2 

Covers 240 

Steam   Salvage  Pump  (for  pumping  water  from   basements   and   cellars 

after  fire) 1 

Wagon  for  transporting  suction  hose,   coal,   ropes,   wrenches  and  other 

equipments 1 

Together  with  all  other  equipments. 


No.  2  Station,  N.  E.  corner  of  Edky  and  Polk  Streets. 

Horses 2 

Wagon — for  regular  service ] 

Wagon  (spare),  fully  equipped 1 

Covers 102 

Together  with  all  other  equipments  suitable  for  the  Service. 

Covers  destroyed  by  fire. .    13 


Covers  in  use  by  the  Oakland  Fire  Department  (in  bad  order) 12 

Covers  loaned  San  Francisco  Fire  Department   2 
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TREASURER'S    REPORT 

— OK — 

Receipts  and  Disbursements 

For  the  Year  ending  December  ji ,  1888. 


I  herewith  submit  my  report  as  Treasurer  of  the  Underwriters'  Fire  Patrol 
of  San  Francisco  for  the  year  ending  December  31,  1888  : 

1888.  Receipts. 

Balance  from  1887 *  1,070  55 

Jan.     12.     Assessment  of  Southern  California  Insurance  Company, 

unpaid  in  last  account 53  50 

Jan.     31.     Assessment  No.  52,  levied  on  returns  of  December  31, 

1887  0,817  05 

April  30.     Assessment   No.   53,  levied   on  returns   of   March   31, 

1888  6,876  95 

July    31.     Assessment  No.  54,  levied  on  returns  of  June  30,  1888     7,192  25 
Oct.     31.     Assessment  No.  55,  levied  on  returns  of  September  30, 

1888 6, 153  70 

$28,164  60 

DlSBURSRMENTS. 

I  )ec.    31 .       Pay-roll   117,400  00 

General  Expenses 4,014  77 

Rent 2,580  00 

Horse  Account 1 25  00 

Feed  Account S75  05 

Balance  on  Deposit  Anglo  California  Bank 3,169  18 

$28,164  00 

\VM.  J.   LANDERS,  Treasurer. 
Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  3,   1889. 
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STATEMENT 

OF 

RECEIPTS   AND    DISBURSEMENTS 

OF   THE 

Underwriters'  Fire  Patrol  Relief  Association, 

For  the  Year  ending  December  j/,  1888. 


1888.  Receipts. 

Balance  from  1S87 $2,067  74 

Sept.  18.     Interest  on  deposit   Hibernia   Savings  and    Loan 

Society S36  50 

Dec   31.     Interest  on  deposit  Security  Savings  Bank 34  20 

70  70 

|2,138  44 

Disbursements. 

Sept.  30.      Accident  insurance  premiums |     174  40 

Dec.   31.     Balance  on  deposit  Security  Savings  Bank 1,9154  04 

s2,13S  44 


WM.  J.  LANDERS, 

S(  en  tary  and  Trt  asurt  r. 

Headquarters  l*.  F.  1".  Relief  Association, 

Sax   Francisco,  January  3,  1S8'J. 
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CAUSES    OF    KIKES    AND    ALARMS-CLASSIFIED    TABLE    FOR    YEAR    1888. 

(n  ASs  01'   KISKS   IN    Willi  II    FIBE8  0CC1  BRED 
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Asbes  in  W.x>nVn  Vessels 

Burning  Chimneys 

Burning  Smoke-staek 


Defective  Furnace 

Defective  Smoke-li..ii..e 
Defective  iClcetricl,iKlil Wires 

Defective  (ias  l.ielil 

Hef.-elive  A-|.li.,ll Kettle.. 
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FIRE    RECORD. 


—  OF  — 

Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 
By  the   Patrol, 

For  the    Year  ending  December  j/,  1888. 


JANUARY. 

Sunday,       Dupont  and  Vallejo  streets.     Two-story  frame  building. 
1st,  Cause  of  tire,  unknown,  in  soap  works. 

10.34  p.  m.,    Responded  to  by  Company  No.  1. 

Box  9.         In  service  two  hours  and  thirty  minutes. 
Covers  spread,  nineteen. 

Insurance  on  building,  $9,900.     Losses  paid,  $-2,000. 
Insurance  on  contents,  $4,300.     Losses  paid,  $427. 
Loss  on  property  not  insured,  $450. 

Monday,       No.  21  Beale  street,     Two-story  frame  building. 

2d,  Cause  of  fire,  incendiary. 

5.02  p.  m.,     Responded  to  by  Company  No.  1. 
A.  D.  T.       In  service  fifty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Insurance  on  building,  $500.     Losses  paid,  $20. 
Insurance  on  contents,  $500.     Losses  paid,  $55. 
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Tuesday,       Nos.  120-28  Third  street.     One  and  two  story  frame  buildings. 

3d,  Cause  of  fire,  explosion  of  coal-oil  stove. 

9.22  p.  m.,      Responded  to  by  Company  No.  1. 
Box  61.         In  service  one  hour  and  twenty  minutes. 
Covers  spread,  seven. 

Insurance  on  buildings,  $  1,500.  Losses  paid,  $397. 
Iusurance  on  contents,  $5,500.  Losses  paid,  $990. 
Loss  on  property  not  insured,  $50. 

Friday,        .No.  1299  Taylor  street.     Two-story  frame  dwelling. 
6th,  Cause  of  fire,  defective  grate. 

9.43  A.  m.,     Responded  to  by  Company  No.  2. 
A.  D.  T.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $150. 
Insurace  on  contents,  $64,000. 

Friday,        Congress  and  Epstein  streets.     One-story  frame  dwelling. 
6th,  Cause  of  fire,  children  with  matches. 

3.13  P.  m.,     Responded  to  by  the  Captain. 
Box  273.       In  service  two  hours. 

Insurance  on  building,  $1,400.     Losses  paid,  $820. 
Insurance  on  contents,  $1,000.     Losses  paid,  $164. 

Friday,         Guerrero  street,  between  Fifteenth  and  Sixteenth  streets.     Three- 
6th,  story  frame  building. 

8.24  P.  m.,     Cause  of  fire,  supposed  friction  of  machinery. 
Box  74.        Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Loss,  $10.     No  claim. 

Saturday,  Market  and  Front  streets. 

7th,  False  alarm. 

1.50  p.  m.,  Responded  to  by  Company  No.  1 

A.  D.  T.  In  service  twenty  minutes. 

Sunday,       No.  137  Montgomery  street.     Four-story  brick  building., 
8th,  Cause  of  fire,  spark  from  grate. 

2.4S  P.  m.,     Responded  to  by  Company  No.  1. 
Box  35.       In  service  fifty  minutes. 

Insurance  on  building,  $10,000.     Losses  paid,  $25. 
Insurance  on  contents,  $2,000.     Losses  paid,  $75. 

Sunday,       No.  512  O'Farrell  street.     Two-story  frame  building. 
8th,  Cause  of  fire,  explosion  of  gasoline  stove. 

9.16  p.  m.,     Responded  to  by  Company  No.  2. 
Box  45.        In  service  fifty  minutes. 

Insurance  on  building,  $1,166.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $10. 
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Monday,       Seventh  street,  near  Bryant  street.     One-story  frame  building 
9th,  Cause  of  fire,  unknown. 

11.45  p.  m.,     Responded  to  by  Company  No.  2. 
Box  153.       In  service  one  hour  and  forty  minutes. 
Covers  spread,  eight. 

Insurance  on  building,  $6,066.     Losses  paid,  $1,105. 
Insurance  on  contents,  $10,872.     Losses  paid,  $1,328. 

Wednesday,  Valencia  street,  near  Sixteenth  street. 

11th,  Needless  alarm  ;  chimney  smoking. 

5.24  p.  m.,     Responded  to  by  Company  No.  2. 
Box  148.        In  service  forty  minutes. 

Thursday,  No.  202  Tost  street. 

12th,  False  alarm. 

1.28  A.  M.,  Responded  to  by  Company  No.  1 . 

A.  D.  T.  In  service  twenty  minutes. 


Friday,         Larkin  and  O'Farrell  streets.     Two-story  frame  building. 
13th,  Cause  of  fire,  defective  chimney. 

11.31  P.  M.,    Responded  to  by  Company  No.  2. 
Box  139.      In  service  two  hours. 
Covers  spread,  ten. 

Insurance  on  building,  $9,000.     Losses  paid,  $700. 
Insurance  on  contents,  $4,800.     Losses  paid,  $703. 


Friday,         No.  819  Church  street.     One-story  frame  building. 
13th,  Cause  of  fire,  defective  chimney. 

11.59  p.  m.,    Responded  to  by  the  Captain. 
Box  237.       In  service  one  hour. 

Loss  on  property  not  insured,  $110. 

Saturday,      No.  2324  Pacific  street.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  defective  furnace. 

9.52  a.  m.,     Responded  to  by  Company  No.  2. 
Box  215.       In  service  four  hours  and  twenty  minutes. 
Covers  spread,  thirty. 

Insurance  on  building,  $17,000.     Losses  paid,  $17,000. 
Insurance  on  contents,  $9,750.     Losses  paid,  $9,750. 
Loss  on  property  not  insured,  $3,549. 


Saturday,      No.  710  Montgomery  avenue.     Two-story  frame  building. 

14th,  Cause  of  fire,  children  with  matches. 

3.29  p.  m.,     Responded  to  by  Company  No.  1 . 
Box  8.         In  service  fifty  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $25. 
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Saturday,      No.  1022  Clay  street.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  defective  chimney. 

5.38  p.  M.,     Responded  to  by  Company  No.  2. 
Box  164.       In  service  one  hour  and  ten  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $4,000.     Lesses  paid,  $07. 

Insurance  on  contents,  $1,000. 

Sunday,       No.  S  Pine  street.     Four-story  brick  building. 
15th,  Cause  of  fire,  hot  ashes  in  iron  barrel. 

8.30  a.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  fifty  minutes. 

Loss,  $25.     No  claim. 

Sunday,  No.  705  Post  street  (rear). 

15th,  Cause  of  fire,  hot  ashes  in  wooden  box. 

G.25  P.  M.,  Responded  to  by  Company  No.  2. 

Box  41.  In  service  forty  minutes. 

Monday,  No.  209  Kearny  street. 

16th,  False  alarm. 

11.22  A.  M.,  Responded  to  by  Company  No.  1. 

D.  T.  In  service  twenty  minutes. 

Tuesday,  S.  E.  corner  Montgomery  and  Sacramento  streets. 

17th,  False  alarm;  box  out  of  order. 

5.25  A.  M.,  Responded  to  by  Company  No.  1. 

D.  T.  In  service  twenty  minutes. 

Tuesday,       Nos.  2610-12  Ceary  streets.    One  and  two-story  frame  dwellings. 

17th,  Cause  of  fire,  defective  dry-room  ;  wash-house. 

9.45  a.  m.,     Responded  to  by  the  Captain. 
Box  246.       In  service  two  hours. 

Insurance  on  buildings,  $2,300.     Losses  paid,  $700. 

Insurance  on  contents,  $1,400.     Losses  paid,  $432. 

Loss  on  property  not  insured,  $2,608. 

Tuesday,       No.  S47  Dupont  street.     Three-story  brick  building. 

17th,  Cause  of  fire,  over-heated  smoke-house. 

7.45  p.  m.,     Responded  to  by  Company  No.  1 . 
Box  25.        In  service  fifty  minutes. 

Insurance  on  building,  $150.     Losses  paid,  $50. 
Insurance  on  contents,  $3,600.     Losses  paid,  $213.75. 

Tuesday,  No.  114  McAllister  street. 

17th,  False  alarm. 

10.00  p.  m.,  Responded  to  by  Company  No.  2. 

D.  T.  In  service  twenty-five  minutes. 
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Wednesday,   No.  415  Jackson  street  (rear).     Two-story  brick  building. 

ISth,  Cause  of  fire,  defective  dry-room. 

6.4S  a.  m.,     Responded  to  by  Company  No.  1. 
Box  18.        In  service  one  hour.      , 
Covers  spread,  one. 

Insurance  on  building,  $2,500.     Losses  paid,  $50. 
Insurance  on  contents,  $1,500.     Losses  paid,  $900. 


Thursday,     Nos.  421-23  Second  street.     Two-story  frame  buildings. 

19th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.02  p.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $50. 
Insurance  on  contents,  $500.     Losses  paid,  $90. 


Thursday,     Nineteenth  and  York  streets.     Two-story  frame  building. 

19th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.15  p.  m.,      Responded  to  by  the  Captain. 
Box  239.       In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $10. 


Friday,  S.  \Y.  corner  of  Stevenson  and  Second  streets.    Two-story  frame 
20th,  building. 

6.33  p.  M.,  Cause  of  fire,  defective  stove-pipe. 

6.35  p.  m.,  Responded  to  by  Company  No.  1. 

Still  In  service  fifty  minutes. 

and  Extinguishers  used,  two.      Extinguished  by  Patrol. 

Box  38.  Insurance  on  contents,  $4,500.     Losses  paid.  $30. 
Loss  on  property  not  insured,  $50. 

Sunday,  No.  126  Kearny  street.     Four-story  brick  building. 

22d,  Cause  of  fire,  hot  ashes  and  waste  paper  in  iron  barrel. 

12.25  p.  m.,  Responded  to  by  Company  No.  1. 

Box  46.  In  service  fifty  minutes. 

Insurance  on  building,  $20,000.     Losses  paid,  $25. 

Sunday,  No.  114  Second  street.     Two-story  frame  building. 

22d,  Cause  of  fire,  children  with  matches. 

7.55  p.  m.,  Responded  to  by  Company  No.  1. 

8.00  v.  m.,  In  service  one  hour. 

Still  Covers  spread,  five. 

and  Insurance  on  building,  $1,500.     Losses  paid,  $180. 

Box  54.  Insurance  on  contents,  $500.     Losses  paid,  $134. 
Loss  on  property  not  insured,  $25. 
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Tuesday,  No.  221  Fourth  street. 

24th,  Cause  of  fire,  burning  smoke-stack, 

9.42  p.  m.,  Responded  to  by  Company  No.  1. 

Box  157.  In  serviee  twenty-live  minutes. 


Tuesday, 

24th, 

10.05  p.  M. 

Still. 


Saturday, 

28th, 

7.35  p.  j\i. 

Box  27. 


Sunday, 

29th, 
2.01  A.  M.. 
Box  135. 


Monday, 

30th, 

10.10  P.  M. 

D.  T. 

Monday, 

30th, 
8.10  A.  M. 

Box  326. 


N.  W.  corner  Jessie  and  Second  sts.     Two-story  frame  building. 

Cause  of  fire,  upsetting  of  coal-oil  lamp. 

Responded  to  by  Company  No.  1. 

In  service  ten  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 

Loss  on  property  not  insured,  $2. 

N.  W.  corner  of  Leidesdorff  and  Commercial  streets.    Two-story 

frame  and  iron  building. 
Cause  of  fire,  explosion  of  coal-oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  twenty  minutes. 
Covers  spread,  nine. 

Extinguishers  used,  two.      Extinguished  by  Patrol. 
Insurance  on  building,  $2,000.     Losses  paid,  $200. 
Insurance  on  contents,  $5,900.     Losses  paid,  $875. 


No.  1127  Sutter  street.     Two-story  frame  building. 

Cause  of  fire,  unknown. 

Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  four. 

Insurance  on  contents,  $1,000.     Losses  paid,  $98.50. 

Loss  on  property  not  insured,  $200. 

No.  121  Post  street. 

False  alarm. 

Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 

Boyce  street  and  Point  Lobos  avenue.    One-story  frame  building. 

Cause  of  fire,  carelessness  with  candle. 

Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Loss  on  property  not  insured,  $60. 


FEBRUARY. 

Wednesday,  No.  1212  Hampshire  street.     One-story  frame  dwelling 

1st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

3.33  A.  m.,     Responded  to  by  the  Captain. 
Box  2S6.       In  service  one  hour  and  forty  minutes. 
Loss  on  property  not  insured,  $30. 
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Friday,        S,  W.  corner  of  Montgomery  and  Greenwich  streets. 
3d,  frame  building. 

6.37  P.  m.,     Cause  of  fire,  upsetting  of  coal-oil  lamp. 
Box  -4.         Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  forty  minutes. 
Insurance  on  building,  $300.     Losses  paid,  $300. 
Insurance  on  contents,  ?~700.     Losses  paid,  $456. 
Loss  on  property  not  insured,  $200. 


One-story 


Saturday,  No.  702  McAllister  street. 

4th,  Needless  alarm  ;  chimney  burning. 

7.58  p.  m.,  Responded  to  by  Company  No.  2. 

Box  S2.  In  service  forty  minutes. 

Tuesday,       Brannan  street,  near  Ninth  street.     Four-story  frame  building 

7th,  Cause  of  fire,  unknown. 

12.44  a.  m.,    Responded  to  by  Compaivy  No.  2. 
Box  152.       In  service  two  hours. 

Insirrance  on  building,  $2,500.      Losses  paid,  $2,500. 
Loss  on  property  not  insured,  $1,700. 


"Wednesday,  No.  1011  Sutter  street.     Two-story  frame  dwelling. 

8th,  Cause  of  fire,  defective  grate. 

7.52  A .  m.,     Responded  to  by  Company  No.  2. 
I).  T.  In  service  fort}'  minutes. 

Insurance  on  building,  $8,000.     Losses  paid,  $73.80. 
Insurance  on  contents,  $5,550.     Losses  paid,  $78. 

Sunday,        No.  900  Valencia  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  unknown. 

S.01  p.  m.,     Responded  to  by  the  Captain. 
Box  142.        In  service  two  hours. 

Insurance  on  building,  $7,000.     Losses  paid,  $1,066. 
Insm*ance  on  contents,  $3,000.     Losses  paid,  slb7. 


Tuesday,       No.  US  Eddy  street.     Three-story  frame  building. 

14th,  Cause  of  fire,  careless  use  of  gasoline. 

1.03  p.  m.,     Responded  to  by  Company  No.  2. 
Box  9(5.         In  service  forty  minutes. 

Insurance  on  contents,  $2,000.     Losses  paid,  $25. 
Loss  on  property  not  insured,  $50. 

Thursday,     No.  903  Dupont  street.     Cellar  of  two-story  brick  buildi 

16th,  Cause  of  fire,  supposed  carelessness  witli  matches. 

4.38  a.  m.,     Responded  to  by  Company  No.  1. 
Box  25.         In  service  two  hours. 

Insurance  on  building,  $2,000.      Losses  paid,  $70. 
Insurance  on  contents,  $6,500.     Losses  paid,  $3,300. 
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Friday,        No.  825  Howard  street.     Two-story  frame  buildin] 
17th,  Cause  of  fire,  carelessness  with  naphtha. 

10.31  a.  m.,    Responded  to  by  Company  No.  1. 
Box  64.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $7,000.     Losses  paid,  $'200. 
Loss  on  property  not  insured,  $50. 


Friday,  No.  1 2  Taylor  street. 

17th,  Needless  alarm. 

7.00  P.  m. ,  Responded  to  by  Company  No.  2. 

Box  95.  In  service  forty  minutes. 


Friday,        No.  207  Post  street.     Four-story  brick  building. 
17th,  Cause  of  fire,  carelessness  with  cigar. 

11.20  P.  m.,    Responded  to  by  Company  No.  1. 
Box  46.        In  service  fifty  minutes. 

Insurance  on  contents,  $2,000.     Losses  paid,  $13 


Saturday,      No.  2005  Polk  street.     Two-story  frame  building. 
18th,  Cause  of  fire,  unknown. 

3.33  A.  M.,     Responded  to  by  Company  No.  2. 

Box  127.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  contents,  $600.     Losses  paid,  $354. 2[ 
Loss  on  property  not  insured,  $300. 

Sunday,       No.  73  Fourth  street.     Two-story  frame  building. 

19th,  Cause  of  fire,  defective  gas-jet. 

7.05  P.  m.,     Responded  to  by  Company  No.  1. 
Box  62.        In  service  fifty  minutes. 

Insurance  on  contents,  $1,200.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $10. 

Monday,       No.  40S  Folsom  street.     One-story  frame  building 

20th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

5  58  P.  m.,     Responded  to  by  Company  No.  1. 
Box  58.        In  service  forty-five  minutes. 

Insurance  on  building,  $800.     Losses  paid,  $15. 


Monday,       Nos.  411-19  Battery  street.     Two-story  brick  buildings. 

20th,  Cause  of  fire,  supposed  carelessness  with  candle. 

6.28  p.  m.,     Responded  to  by  Company  No.  1. 
Box  26.        In  service  two  hours  and  thirty  minutes. 

Insurance  on  buildings,  $17,000.     Losses  paid,  $4S0. 
Insurance  on  contents,  $61,000.     Losses  paid,  $21,377. 
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Tuesday,  No.  126  Fourth  street.     Two-story  frame  building. 

21st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

11.30  p.  m.,  Responded  to  by  Company  No.  1. 
Box  62.  In  service  fifty  minutes. 

Insurance  on  building,  $3,950.     Losses  paid,  #125. 
Loss  on  property  not  insured,  $50. 

Thursday,     No.  1115  Van  Ness  avenue.     Two-story  frame  building 

23d,  Cause  of  fire,  supposed  explosion  of  coal-oil  lamp. 

10.26  p.  M.,    Responded  to  by  Company  No.  2. 
Box  136.       In  service  one  hour  and  twenty  minutes. 
Extinguishers  used,  one. 

Insurance  on  building,  $3,000.     Losses  paid,  $325. 
Insurance  on  contents,  $4,500.     Losses  paid,  $122. 

Saturday,  Post  and  Dupont  streets. 

25th,  Needless  alarm  ;  smoke  in  rooms. 

3.33  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Sunday,  No.  1819  O'Farrell  street.     Two-story  frame  building. 

26th,  Cause  of  fire,  unknown. 

11.31  a.  m.,  Responded  to  by  Company  No.  2. 
Box  245.  In  service  one  hour  and  forty  minutes. 

Covers  spread,  ten. 

Insurance  on  building,  $3,500.     Losses  paid,  $1,350. 

Insurance  on  contents,  $2,000.     Losses  paid,  $300. 


Sunday,  No.  300  Page  street. 

26th,  Needless  alarm  ;  chimney  burning. 

4.04  p.  M.,  Responded  to  by  Company  No.  2. 

Box  83.  In  service  fifty  minutes. 

Sunday,        No.  519  Mission  street.     Three-story  frame  building 

26th,  Cause  of  fire,  carelessness  with  candle. 

7.33  p.  m.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  fifty-five  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $4,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,300.     Losses  paid,  $78. 

Monday,  No.  1421  Howard  street  (rear). 

27th,  Needless  alarm  ;  brush  burning. 

10.23  A.  M.,  Responded  to  by  Company  No.  2. 

Box  185.  In  service  forty-five  minutes. 
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Monday,       No.  726  Mission  street.     Two-story  frame  building. 
27th,  Cause  of  fire,  rats  with  matches. 

11.10  p.  m.,    Responded  to  by  Company  No.  1. 
Box  62.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  ten. 

Insurance  on  building,  $2,000.     Losses  paid,  §170. 
Insurance  on  contents,  $1,500.     Losses  paid,  $82. 

Tuesday,  Palace  Hotel. 

28th,  False  alarm  ;  box  out  of  order. 

10.35  A.  m.,  Responded  to  by  Company  No.  1. 

D.  T.  In  service  fifteen  minutes. 


MARCH. 

Friday,        No.  413  Tenth  street.     One-story  frame  dwelling. 
2d,  Cause  of  fire,  carelessness  with  lamp. 

6.55  p.  m.,     Responded  to  by  Company  No.  2. 
Box  185.       In  service  forty -five  minutes. 
Insurance  on  building,  $400. 
Loss  on  property  not  insured,  $5. 

Sunday,        No.  504  Kearny  street.     Three-story  brick  building. 

4th,  Cause  of  fire,  supposed  carelessness  with  candle. 

9.10  P.  M.,     Responded  to  by  Company  No.  1. 
Box  12.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $15,000.  Losses  paid,  $475. 
Insurance  on  contents,  $2,000.  Losses  paid,  $1,129. 
Loss  on  property  not  insured,  $150. 

Monday,  N.  E.  corner  of  Sacramento  and  Franklin  streets. 

5th,  Cause  of  fire,  pan  of  grease  in  stove  oven. 

10.06  a.  m.,  Responded  to  by  Company  No.  2. 

Box  163.  In  service  forty  minutes. 

Monday,       Francisco  and  Fillmore  streets.     One-story  brick  building 

5th,  Cause  of  fire,  explosion  of  gas. 

3.23  P.  m.,     Responded  to  by  the  Captain. 
Box  219.       In  service  two  hours. 

Loss  on  property  not  insured,  $800. 


Tuesday,  False  alarm. 

6th,  Responded  to  by  Company  No.  1, 

12.58  A.  M.,  In  service  twenty  minutes. 
Box  63. 


Wednesday,  Utah  and  Eldorado  streets.     Pacific  Varnish  Works 

7th,  Cause  of  fire,  chimney  burning. 

3.19  p.  m.,     Responded  to  by  the  Captain. 
Box  230.       In  service  fifty  minutes. 


Thursday,     No.  97  Stevenson  street.     Three-story  frame  building 

8th,  Cause  of  fire,  children  with  matches. 

6.55  p.  m.,     Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


Friday,         No.  2914  Mission  street  (rear).     Two-story  frame  building 
9th,  Cause  of  fire,  children  with  matches. 

5.40  p.  m.,     Responded  to  by  the  Captain. 
Box  23G.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 


Saturday,      Nos.  435-39  Seventh  street.    One  and  two-story  frame  bui 

10th,  Cause  of  fire,  supposed  spontaneous  combustion. 

4.1 1  a.  m.,     Responded  to  by  Company  No.  2. 
Box  153.       In  service  one  hour  and  twenty  minutes. 

Covers  spread,  one. 

Insurance  on  contents,  $500.     Losses  paid,  $6.50. 

Loss  on  property  not  insured,  $710. 


Monday,       No.  3320  Mission  street.     One-story  frame  building. 

12th,  Cause  of  fire,  boiling  over  of  kettle  of  fat. 

11.50  a.  M.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  twenty  minutes. 
Loss  on  property  not  insured,  $700. 


Monday,        No.  304  Fifth  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  children  with  matches. 

4.25  p.  M.,     Responded  to  by  Company  No.  1. 
Box  158.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 

Thursday,      No.  1314  Howard  street.     Two-story  frame  building. 

15th,  Cause  of  fire,  hot  ashes  in  tin  box  near  wood  work. 

1.40  A.  M.,     Responded  to  by  Company  No.  2. 
Box  76.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $1,500.     Losses  paid,  $260. 
Loss  on  property  not  insured,  $55. 
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Friday,        No.  1304  Turk  street.     Two-story  frame  building. 
16th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.54  p.  m.,     Responded  to  by  Company  No.  2. 
Box  174.       In  service,  one  hour. 

Covers  spread,  two. 

Insurance  on  contents,  $700.     Losses  paid,  $300. 

Loss  on  property  not  insured,  $50. 

Sunday,        N.  W.  corner   of   Sutter   and    Devisadero   streets.     Two-story 

18th,  frame  building. 

3.57  P.  m.,     Cause  of  fire,  explosion  of  gas-meter. 
Box  217.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $5,000.     Losses  paid,  $75. 
Insurance  on  contents,  $2,000.     Losses  paid,  $100. 

Monday,       No.  205  Sixteenth  street.     Two-story  frame  building. 

19th,  Cause  of  fire,  supposed  spontaneous  combustion. 

1.32  p.  m.,     Responded  to  by  Company  No.  2. 
Box  148.       In  service  one  hour. 

Insurance  on  building,  $2,500.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $25. 

Friday,         No.  706  Valencia  street.     Two-story  frame  building. 
23d,  Cause  of  fire,  unknown. 

8.40  p.  m.,     Responded  to  by  Company  No.  2. 
Box  276.       In  service  two  hours. 

Insurance  on  building,  $400.     Losses  paid,  $135. 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,036. 

Saturday,      No.  614  O'Farrell  street.     Two-story  frame  building. 

24th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

6.40  A.  m.,     Responded  to  by  Company  No.  2. 
Box  45.        In  service  fifty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $65. 
Insurance  on  contents,  $1,200.     Losses  paid,  $39. 


Sunday,  No.  22-24  Fremont  st.     Two-story  frame  building  (unoccupied). 

25th,  Cause  of  fire,  carelessness  with  matches. 

5.40  p.  M.,  Responded  to  by  Company  No.  1. 

D.  T.  In  service  thirty-five  minutes. 

Monday,       No.  514  Oak  street.     Two-story  frame  dwelling. 

26th,  Cause  of  fire,  supposed  carelessness  with  matches. 

5.50  p.  m.,     Responded  to  by  Company  No.  1. 
Box  2S4.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $1,200.     Losses  paid,  $180. 
Insurance  on  contents,  $400.     Losses  paid,  $63. 
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Monday,       Nos.  518-20  Battery  street.     One-story  frame  building 

26th,  Cause  of  tire,  unknown. 

0.18  P.  m.,     Responded  to  by  Company  No.  1. 
Box  18.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  six. 

Insurance  on  buildings,  $2,000.  Losses  paid,  $650. 
Insurance  on  contents,  $4,550.  Losses  paid,  $1,220. 
Loss  on  property  not  insured,  $300. 


Tuesday,  No.  15  Teham  Place.     Three-story  frame  dwelling 

27th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

12.45  P.  M.,  Responded  to  by  Company  No.  1. 

Box  58  In  service  fifty  minutes, 

and  Covers  spread,  two. 

D.  T.  Insurance  on  building,  $1,000.     Losses  paid,  $-12. 
Insurance  on  contents,  $300.     Losses  paid,  $20. 


Thursday,     Freelon  street.     Two-story  brick  building 

29th,  Cause  of  fire,  spark  from  picker. 

4.53  p.  m.,     Responded  to  by  Company  No.  1. 
Box  68.         In  service  forty  minutes. 

Loss  on  property  not  insured,  $20. 


APRIL. 


Sunday,       Nos.  215-17  Sutter  street  (rear).     Wooden  saw-dust  box. 
1st,  Cause  of  fire,  carelessness  with  cigar. 

12.55  A.  M.,     Responded  to  by  Company  No.  1. 
Box  48.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $25. 

Monday,       S.  E.  corner  of  Mission  and  Spear  streets.     Two-story  frame 
2d,  sash  and  blind  mill. 

12.32  p.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  34.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Loss,  $50.     No  claim. 


Tuesday,       No.  35  Waverly  Place.     Three-story  brick  building. 

3d,  Cause  of  fire,  carelessness  with  fire. 

1.10  p.  m.,     Responded  to  by  Co.  No.  1. 
Box  25.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $100. 
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Tuesday,       No.  526  Harrison  street  (rear).     Two-story  frame  stable. 

3d,  Cause  of  fire,  defective  stove. 

3.12  p.  M.,     Responded  to  by  Company  No.  1. 
Box  58.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $472. 
Insurance  on  contents,  $1,500.     Loss,  $10.     No  claim. 


Wednesday,  No.  1941  Mission  street.     One-story  frame  building. 

4th,  Cause  of  fire,  unknown. 

2.23  a.m.,     Responded  to  by  Company  No.  2. 
Box  148.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $5,800.     Losses  paid,  $103.69. 
Insurance  on  contents,  $750.     Losses  paid,  $219. 


Wednesday,  No.  22  Clay  street. 

4th,  Needless  alarm  ;  smoke  issuing  from  Chinese  wasl 

3.10  A.  m.,     Responded  to  by  Company  No.  1. 
Box  15.        In  service  forty  minutes. 


Wednesday,  Nos.  123-25  Beale  street.     One-story  frame  building. 

4th,  Cause  of  fire,  spark  from  forge. 

10.15  a.  m.,    Responded  to  by  Company  No.  1. 
Box  52.        In  service  forty-five  minutes. 
Loss,  $35.     No  claim. 


Thursday,     No.  3320  Mission  street.     One-story  frame  building. 

5th,  Cause  of  fire,  boiling  over  of  oil. 

11.10  a.  m„     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  twenty-five  minutes. 
Loss  on  property  not  insured,  $259. 


Thursday,     S.  W.  corner  of  Bryant  and  Twenty-sixth  streets.     One-story 

5th,  frame  stable. 

7.46  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  285.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Loss  on  property  not  insured,  $5. 

Friday,        No.  236  Sutter  street.     Four-story  brick  building. 
6th,  Cause  of  fire,  boiling  over  can  of  oil. 

9.45  a.m.,     Responded  to  by  Company  No.  1. 
D.  T.  In  service  twenty-five  minutes. 

Loss,  $5.     No  claim. 
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Friday,  No.  141  Post  street. 

6th,  Needless  alarm  ;  dust  on  window  seat. 

1.02  p.  M.,  Responded  to  by  Company  No.  1. 

Telephone.  In  service  thirty  minutes. 

Saturday,       Brannan  and  Eighth  streets.     One-story  brick  building. 

7th,  Cause  of  fire,  defective  gas-light. 

4.45  P.  M.,     Responded  to  by  Company  No.  2. 
Box  152.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  five. 
Insurance  on  contents,  .$4,000.     Losses  paid,  $61. 

Saturday,      No.  1046  Sutter  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

10.47  p.  m.,    Responded  to  by  Company  No.  2. 
Box  137.       In  service  fifty -five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $60. 
Insurance  on  contents,  $1,000.     Losses  paid,  $650. 

Sunday,  False  alarm. 

Sth,  Responded  to  by  the  Captain. 

4.15  a.  m.,  In  service  forty  minutes. 
Box  6. 

Tuesday,  No.  63  Langton  street.     Two-story  frame  building. 

10th,  Cause  of  fire,  children  with  matches. 

8.44  p.  M.,  Responded  to  by  Company  No.  1. 
Box  184.  In  service  fifty-five  minutes.; 

Wednesday,  Foot  of  Fifth  street.     Sleeping  car. 

11th,  Cause  of  fire,  pipe  smoking. 

5.27  A.  m. ,     Responded  to  by  Company  No.  1. 
Box  182.       In  service  one  hour. 

Loss  on  property  not  insured,  $700. 

Thursday,  Nos.  552-56  Jessie  street.     Two  and  four-story  frame  buildings. 

12th,  Cause  of  fire,  supposed  cigarette  smoking. 

2.32  A.  M.,  Responded  to  by  Companies  Nos.  1  and  2. 

2.45  a.  m.,  In  service  two  hours  and  ten  minutes. 
Box  62  Covers  spread,  seventeen. 

and  Insurance  on  buildings,  $8,800.     Losses  paid,  $2,645. 

2d  alarm.      Insurance  on  contents,  $3,800.     Losses  paid,  $895. 
Loss  on  property  not  insured,  $2,663. 

Thursday,     No.  535  Mission  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  spark  from  stove. 

10.10  A.  M.,    Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 
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Friday,        No.  150  Fourth  street.     Three-story  frame  building, 
loth,  Cause  of  fire,  carelessness  with  matches. 

12.40  a.m.,     Responded  to  by  Company  No.  1. 
Box  62.        In  service  fifty  minutes. 
Extinguishers  used,  one. 

Insurance  on  building,  $15,000.     Losses  paid,  $150. 
Insurance  on  contents,  $2,300.     Losses  paid,  $125. 

Friday,         No.  3821  Mission  street.     Two-stoiy  frame  building. 
13th,  Cause  of  fire,  incendiary. 

3.21  A.  m.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  building,  $10,000.     Losses  paid,  $200. 
Insurance  on  contents,  $6,000.     Losses  paid,  $641.67. 

Monday,       Nos.  48-52  Bluxome  street.    One  and  two-story  frame  building 

16th,         '  Cause  of  fire,  spark  from  smoke-stack. 
6.21  a.  m.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  one  hour  and  ten  minutes. 
Covers  spread,  sixteen. 

Insurance  on  contents,  $6,100.     Losses  paid,  $850. 
Loss  on  property  not  insured,  $1,100. 


Monday,       Pier  No.  21.     Hay  on  wharf. 

16th,  Cause  of  fire,  spark  from  smoke-stack  of  passing  tug-boat. 

2.00  p.  m.,     Responded  to  by  Company  No.  1. 
Box  36.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $10.  ] 


Thursday,     No.  20  Mason  street.     Two-story  frame  building. 

19th,  Cause  of  fire,  defective  gas-light. 

1.18  a.  m.,     Responded  to  by  Company  No.  2. 
Box  95.        In  service  thirty  minutes. 

Insurance  on  building,  $800.     Losses  paid,  $12. 
Insurance  on  contents,  $1,500.     Losses  paid,  $30. 

Thursday,      No.  836  Harrison  street.     One-story  frame  building. 

19th,  Cause  of  fire,  carelessness  with  candle. 

10.29  P.  m.,     Responded  to  by  Company  No.  2. 
Box  63.        In  service  forty  minutes. 

Insurance  on  building,  $100.     Losses  paid,  $29.50. 
Insurance  on  contents,  $250.     Losses  paid,  $121.50. 

Monday,       No.  222  Sansome  street.     Three-story  brick  building. 

23d,  Cause  of  fire,  electric  light  wh-es. 

7.53  A.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $100. 
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Tuesday,       No.  314  Eddy  street.     Three-story  frame  dwelling. 

24th,  Cause  of  fire,  spontaneous  combustion. 

S.22  p.  m.,     Responded  to  by  Company  No.  2. 
Box  91.        In  service  thirty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $10. 


Thursday,  False  alarm. 

26th,  Responded  to  by  Company  No.  2. 

1.30  a.  m.,  In  service  twenty  minutes. 
Box  139. 


Thursday,      No.  1303  Dupont  street.     Two-story  frame  building. 

26th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.39  p.  M.,     Responded  to  by  Company  No.  I. 
Box  9.         In  service  two  hours. 
Covers  spread,  one. 

Insurance  on  contents,  $2,100.     Losses  paid,  $1,570. 
Loss  on  property  not  insured,  $300. 


Thursday,  False  alarm. 

26th,  Responded  to  by  Company  No.  2. 

10.04  p.  M.,  In  service  twenty  minutes. 
Box  139. 


Friday,        No.  2231  Market  street.     Two-story  frame  building! 
27th,  Cause  of  fire,  carelessness  with  plumber's  stove. 

12.48  P.  m.,    Responded  to  by  Company  No.  2. 
Box  362.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $4,300.     Losses  paid.  $110. 


Saturday,      No.  114  Turk  street.     Three-story  frame  building. 

28th,  Cause  of  fire,  spark  from  chimney. 

11.34  A.  M.,    Responded  to  by  Company  No.  2. 
Box  93.        In  service  twenty-five  minutes. 

Insurance  on  building,  $6,000.     Losses  paid,  $5. 


Saturday,      No.  335  Hayes  street.     Two-story  frame  building. 

2Sth,  Cause  of  fire,  supposed  rats  and  matches. 

8.16  p.  m.,     Responded  to  by  Company  No.  2. 
Box  81.        In  service  one  hour. 

Insurance  on  building,  $6,000.     Losses  paid,  $10. 
Insurance  on  contents,  $1,000. 
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MAY. 

Tuesday,       Mission  and  Spear  streets.     Two-story  planing  mill. 

1st,  Cause  of  fire,  spark  from  forge. 

1.30  A.  m.,     Responded  to  by  Company  No.  1. 
D.  T.  In  service  twenty  minutes. 

Loss,  $5.     No  claim. 

Tuesday,       Bernell  street,  near  Army  street.     One-story  frame  building 

1st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

4.55  A.  M.,     Responded  to  by  the  Captain. 
Box  285.       In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $2,100.     Losses  paid,  $805. 
Insurance  on  contents,  $350.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $350. 

Wednesday,  No.  414  Beale  street.     One-story  frame  shed. 

2d,  Cause  of  fire,  spark  from  furnace. 

3.25  A.  m.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $600.     Losses  paid,  $G18. 
Insurance  on  contents,  $3,300.     Losses  paid,  $475. 
Loss  on  property  not  insured,  $1,150. 

Wednesday,  No.  110  Turk  street. 

2d,  Cause  of  fire,  chimney  burning. 

10.47  a.m.,    Responded  to  by  Company  No.  2. 
Box  95.        In  service  thirty-five  minutes. 

Wednesday,  No.  412  Folsom  street  (rear).     Two-story  frame  building. 

2d,  Cause  of  fire,  spark  from  smoke-stack. 

6.05  p.  m.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  twenty-five  minutes. 
Loss,  $5.     No  claim. 

Thursday,  No.  189  Jessie  street.     Two-story  frame  building. 

3d,  Cause  of  fire,  unknown. 

12.55  A.  M.,  Responded  to  by  Company  No.  1. 

12.58  A.  m.,  In  service  one  hour  and  twenty  minutes. 

Box  61  Covers  spread,  one. 

and  Extinguishers  used,  one.     Extinguished  by  Patrol. 

Still.  Insurance  on  building,  $3,000.     Losses  paid,  $70. 

Insurance  on  contents,  $1,200.     Losses  paid,  $82.50. 
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Friday,  Sutter  and  Larkin  streets. 

4th,  False  alarm;  messenger  wanted. 

12.55  a.  m.,  Responded  to  by  Company  No.  2. 

D.  T.  In  service  twenty  minutes. 

Friday,        No.  S29  Clay  street.     Three-story  brick  building. 
4th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.41  p.  m.,     Responded  to  by  Company  No.  1. 
Box  25.        In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $1,000.     Losses  paid,  $25. 
Insurance  on  contents,  $700.     Losses  paid,  $24 

Saturday,      No.  30  Sixth  street.     Two-story  frame  building. 

5th,  Cause  of  fire,  boiling  over  kettle  of  fat. 

3.23  a.  M.,     Responded  to  by  Company  No.  2. 
Box  65.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $55. 

Saturday,      No.  725  Brannan  street.     Two-story  frame  building. 

5th,  Cause  of  fire,  defective  stove-pipe. 

11.23  p.  M.,    Responded  to  by  Company  No.  1. 
Box  154.       In  service  fifty  minutes. 

Insurance  on  building,  $700.     Losses  paid,  $25. 
Loss  on  property  not  insured,  §50. 

Monday,       No.  806  McAllister  street.     Two-story  frame  dwelling. 
7th,  Cause  of  fire,  explosion  of  alcohol  lamp. 

10.50  a.  m.,    Responded  to  by  Company  No.  2. 
Box  342.       In  service  two  hours. 
Covers  spread,  ten. 

Insurance  on  building,  83,750.     Losses  paid,  $1,215. 
Iusurance  on  contents,  $3,000.     Losses  paid,  $650. 

Monday,       Francisco  and  Taylor  streets.     One-story  frame  building. 

7th,  Cause  of  fire,  carelessness  with  gasoline. 

3.16  P.  m.,     Responded  to  by  the  Captain. 
Box  192.       In  service  one  hour. 

Insurance  on  building,  $10,250.     Losses  paid,  $60. 
Insurance  on  contents,  $18,500.     Losses  paid,  $40. 


Monday,       No.  257  Perry  street.     Three-story  frame  building 

7th,  Cause  of  fire,  drunkenness. 

8.24  p.  m.,     Responded  to  by  Company  No.  1. 
Box  158.       In  service  fifty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $10. 
Insurance  on  contents,  §400.     Losses  paid,  §39. 
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Tuesday,       Nos.  37-39  Main  street.     Three-story  brick  and  frame  buildings. 

8th,  Cause  of  fire,  unknown. 

2.05  A.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 

Box  34,        In  service  two  hours. 
2d  alarm.      Covers  spread,  fifty. 

Insurance  on  buildings,  $30,000.     Losses  paid,  $500. 
Insurance  on  contents,  $42,000.     Losses  paid,  $7,590.75. 
Loss  on  property  not  insured,  $4,600. 

Wednesday,  No.  J  22  Beale  street.     Vacant  lot. 

9th,  Needless  alarm;  asphaltum  kettle  boiling  over. 

5.25  A.  M.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  twenty  minutes. 

Wednesday,   No.  43  Clementina  street.     Two-story  frame  building. 

9th,  Cause  of  fire,  children  with  matches. 

2.39  P.  M.,     Responded  to  by  Company  No.  1. 
Box  5S.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $5. 

Wednesday,  No.  1120  Mission  street,     Three-story  frame  building. 

9th,  Cause  of  fire,  spark  from  chimney. 

4.44  p.  M.,      Responded  to  by  Company  No.  2. 
Box  183.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 

Friday,        No.  225  Main  street.     One-story  frame  building. 
11th,  Cause  of  fire,  defective  asphaltum  kettle. 

8.42  p.  M.,     Responded  to  by  Company  No.  1. 
Box  36.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $50. 

Friday,         Berry  street,  between  Third  and  Fourth  streets.     One,  two  and 
11th,  three  story  brick  and  frame  buildings. 

8.51  p.  M.,     Cause  of  fire,  unknown. 
8.56  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  156.       In  service  two  hours  and  forty  minutes. 
2d  alarm.       Covers  spread,  forty-one. 

Insurance  on  buildings,  $21,700.  Losses  paid,  $2,710. 
Insurance  on  contents,  $43,500.  Losses  paid,  $18,258. 
Loss  on  property  not  insured,  $14,050. 

Tuesday,       No.  728  Jackson  street.     Four-story  brick  building. 

15th,  Cause  of  fire,  carelessness  with  fire. 

8.07  p.  m.,     Responded  to  by  Company  No.  1. 
Box  25.        In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $7,000.     Losses  paid,  $30. 
Insurance  on  contents,  $900.     Losses  paid,  $390. 
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Thursday,     Howard-street  wharf.     Tug-boat  Kate. 

17th,  Cause  of  fire,  bursting  of  steam-pipe. 

8.10  P.  M. ,     Responded  to  by  Company  No.  1. 
Box  39.        In  service  forty  minutes. 

Loss  on  property  not  insured,  §100. 


Saturday,      Nos.  52-60  Bluxome  street.     One-story  frame  buildings. 

19th,  Cause  of  fire,  spark  from  smoke-stack. 

12.45  p.  m.,     Responded  to  by  Company  No.  1. 
Box  6S.        In  service  twenty  minutes. 
Covers  spread,  four. 

Insurance  on  buildings,  $327.     Losses  paid,  $240. 
Insurance  on  contents,  $1,823.     Losses  paid,  $435.90. 
Loss  on  property  not  insured,  $3,000. 


Saturday,      No.  211  Guerrero  street.     Three-story  frame  building. 

19th,  Cause  of  fire,  children  with  matches. 

3.2.5  p.  m.,     Responded  to  by  Company  No.  2. 
Box  361.       In  service  one  hour. 

Covers  spread,  three. 

Insurance  on  building,  $4,000.     Losses  paid,  $130. 

Insurance  on  contents,  $1,600.     Losses  paid,  $227. 


Sunday,       No.  308  Turk  street.     Two-story  frame  building. 
20th,  Cause  of  fire,  carelessness  with  matches. 

8.58  p.  M.,     Responded  to  by  Company  No.  2. 
Box  91.        In  service  fifty  minutes. 

Insurance  on  building,  $1,400.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $600.     Losses  paid,  $158. 


Monday,       No.  13  Pacific  street.     Three-story  frame  building. 

21st,  Cause  of  fire,  supposed  carelessness  with  cigar. 

1.39  a.  M.,     Responded  to  by  Company  No.  1. 
Box  19.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $83.75. 

Loss  on  property  not  insured,  $200. 


Thursday,     Townsend  and  Seventh  streets.     One-story  frame  building. 

24th,  Cause  of  fire,  explosion  of  chemicals. 

10.44  a.  M.,    Responded  to  by  Company  No.  2. 
Box  152.       In  service  one  hour  and  twenty  minutes. 
Loss  on  building,  $2,000.     No  insurance. 
Insurance  on  contents,  $20,000.     Losses  paid,  $1,000. 
Loss  on  property  not  insured,  $5,000. 
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Saturday,      Nos.  307-13  First  street.     Two  and  three  story  frame  buildings. 

26th,  Cause  of  fire,  unknown. 

1.21  A.  M.,     Responded  to  by  Company  No.  1. 
Box  36.        In  service  two  hours. 
Covers  spread,  fifteen. 

Insurance  on  building,  $11,000.     Losses  paid,  $2,661.38. 
Insurance  on  contents,  #4,400.     Losses  paid,  $1,869. 
Loss  on  property  not  insured,  $3,350. 

Sunday,        No.  164  Clara  street.     Three-story  frame  dwelling. 
27th,  Cause  of  fire,  spark  from  chimney. 

4.00  p.  m.,     Responded  to  by  Company  No.  1. 
Box  158.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


Monday,       No.  733  Sacramento  st.    Three-story  brick  building  (unoccupied). 
2Sth,  Cause  of  fire,  cigarette  smoking. 

10.40  A.  M.,    Responded  to  by  Company  No.  2. 
Box  21.        In  service  thirty-five  minutes. 

Insurance  on  building,  $8,000.     Loss,  $10.     No  claim. 


Monday,       Bryant  and  Fourth  streets.     Three-story  brick  building. 

28th,  Cause  of  fire,  supposed  carelessness  with  matches. 

5.27  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  63.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  eighty. 

Insurance  on  contents,  $22,125.     Losses  paid,  $8,118. 
Loss  on  property  not  insured,  $300. 

Tuesday,       No.  1615  Washington  street.     Two-story  frame  dwelling. 

29th,  Cause  of  fire,  defective  chimney. 

6.11  P.  m.,     Responded  to  by  Company  No.  2. 
Box  164.       In  service  fifty  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $3,000.     Losses  paid,  $36. 

Insurance  on  contents,  $1,500. 

Wednesday,  No.  1319  Bush  street. 

30th,  Needless  alarm  ;  chimney  burning. 

7.54  p.  M.,     Responded  to  by  Company  No.  2. 
Box  219.       In  service  twenty  minutes. 


Thursday,     No.  360  Minna  street.     Two-story  frame  building. 

31st,  Cause  of  fire,  spark  from  chimney. 

1.00  p.  m.,     Responded  to  by  Company  No.  1. 
Box  63.        In  service  thirty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $15. 
Insurance  on  contents,  $1,000.     Losses  paid,  $174. 
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JUNE. 


Sunday,        Bryant  st.,  between  Fourth  and  Fifth  sts. 

3d,  Cause  of  fire:  cigarette  smoking. 

5.30  a.  m.,     Responded  to  by  Company  No.  1. 
Box  185.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $15. 


One-story  frame  shed. 


Monday,       No.  619  Battery  street.     Three-story  brick  building. 

4th,  Cause  of  fire,  experimenting  with  oil. 

5  47  P.  m.,     Responded  to  by  Company  No.  1. 
Box  18.        In  service  forty  minutes. 
Loss,  $65.     No  claim. 


Wednesday,   No.  10  Broadway  (rear).     One-story  frame  building. 

6th,  Cause  of  fire,  carelessness  with  cigarettes. 

3.00  A.  M.,     Responded  to  by  Company  No.  1. 
Box  19.         In  service  fifty  minutes. 

Insurance  on  building,  .$625.     Losses  paid,  $150. 
Insurance  on  contents,  $12,400.     Losses  paid,  $975. 
Loss  on  property  not  insured,  $100. 


Thursday,     No.  121  Fulton  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  defective  chimney. 

10.58  a.  m.,     Responded  to  by  Company  No.  2. 
Box  76.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  five. 

Insurance  on  contents,  $1,500.     Losses  paid,  $95. 
Loss  on  property  not  insured,  $300. 


Thursday,  False  alarm. 

7th,  Responded  to  by  Company  No. 

11.58  a.  m.,  In  service  fifty  minutes. 
Box  213. 


Thursday,     Nos.  211-13  Perry  street.     Two-story  frame  dwellings. 

7th,  Cause  of  fire,  fireworks. 

8.35  p.  m.,     Responded  to  by  Company  No.  1. 
Box  63.        In  service  one  hour  and  forty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $6,500.     Losses  paid,  $19.75. 
Insurance  on  contents,  $3,625.     Losses  paid,  $609. 
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Thursday,     No.  8  Vassar  Place.     Three-story  frame  dwelling. 

7th,  Cause  of  fire,  carelessness  with  candle. 

8.45  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  67.        In  service  forty-five  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $1,500.     Losses  paid,  $150. 
Insurance  on  contents,  $S00.     Losses  paid,  $60. 


Thursday,  Bryant  and  Fourth  streets. 

7th,  Needless  alarm. 

11.43  p.  m.,  Responded  to  by  Company  No.  1, 

Box  63.  In  service  forty  minutes. 


Friday,        Nos.  848-50  Valencia  street.     Two-story  frame  building  (roof). 
8th,  Cause  of  fire,  spark  from  chimney. 

11.27  A.  M.,    Responded  to  by  Company  No.  2. 
Box  142.       In  service  two  hours. 
Covers  spread,  twenty. 

Insurance  on  contents,  $3,950.     Losses  paid,  $469. 
Loss  on  property  not  insured,  $1,100. 


Friday,  False  alarm. 

8th,  Responded  to  by  the  Captain. 

12.06  p.  m.,  In  service  twenty  minutes. 
Box  325. 


Friday,  False  alarm. 

8th,  Responded  to  by  the  Captain. 

4.48  p.  m.,  In  service  one  hour. 
Box  143. 


Wednesday,  False  alarm. 

13th,  Responded  to  by  Company  No.  2. 

9.15  p.  m.,     In  service  one  hour. 
Box  219. 


Friday,        No.  42  Bluxome  street.     Three-story  frame  building. 
15th,  Cause  of  fire,  unknown. 

6.41  P.  M.,     Responded  to  by  Company  No.  1. 
Box  186.       In  service  one  hour  and  fifty  minutes. 
Covers  spread,  nine. 

Insurance  on  contents,  $3,800.     Losses  paid,  $2,911. 
Loss  on  property  not  insured,  $1,000. 
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Sunday,        No.  977  Bryant  street.     Two-story  frame  dwelling. 

17th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.35  p.  m.,     Responded  to  by  Company  No.  2. 
Box  153.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  .$600.     Losses  paid,  $250. 
Insurance  on  contents,  §400.     Losses  paid,  $115. 

Monday,       No.  112S  Howard  street.     Three-story  frame  building. 

18th,  Cause  of  fire,  supposed  children  with  matches. 

8.45  p.  M.,     Responded  to  by  Company  No.  2. 
Box  73.        In  service  one  hour  and  fifty-five  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $4,500.     Losses  paid,  $31. 
Insurance  on  contents,  $4,100.     Losses  paid,  $654.74. 

Wednesday,  No.  1228  Ellis  street.     Three-story  frame  dwelling. 

20th,  Cause  of  fire,  defective  gas-burner. 

9.25  p.  m.,     Responded  to  by  Company  No.  2. 
Box  173.       In  service  fifty  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $33. 
Insurance  on  contents,  $1,000.     Losses  paid,  $57. 

Wednesday,  Nos.  206-08  Battery  street.     Three-story  brick  building. 

20th,  Cause  of  fire,  unknown. 

10.35  P.  Ji.,     Responded  to  by  Company  No.  1. 
Box  26.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  thirty-one. 

Insurance  on  building,  $10,000.     Losses  paid,  $650. 
Insurance  on  contents,  $43,000.     Losses  paid,  $15,550. 

Thursday,      Nos.  1707-1 1  Market  street.    One  and  two-story  frame  buildings. 

21st,  Cause  of  fire,  carelessness  with  charcoal. 

7.22  a.  M.,     Responded  to  by  Company  No.  2. 
Box  84.        In  service  two  hours. 

Covers  spread,  twenty-one. 

Insurance  on  buildings,  $1,800.     Losses  paid,  $425. 
Insurance  on  contents,  $675.     Losses  paid,  $425. 
Loss  on  property  not  insured,  $735. 

Thursday,     No.  8  Antonio  street.     Three-story  frame  building  (roof). 

21st,  Cause  of  fire,  fire-crackers. 

12.33  p.  M.,     Responded  to  by  Company  No.  2. 
Box  45.        In  service  fifty  minutes. 
Covers  spread,  one. 
Insurance  on  building,  $1,500.     Losses  paid,  $60. 
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Thursday,      No.  609  Minna  street.     Three-story  frame  building  (roof). 

21st,  Cause  of  fire,  fireworks. 

4.16  p.  m.,     Responded  to  by  Company  No.  2. 
Box  183.       In  service  fifty-five  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $15. 

• 
Thursday,      No.  1806  Market  street.     Two-story  frame  building. 

21st,  Cause  of  fire,  carelessness  with  matches. 

6.26  P.  m.,     Responded  to  by  Company  No.  2. 
Box  86.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  six. 

Insurance  on  building,  $2,000.     Losses  paid,  $125. 
Insurance  on  contents,  $2,000.     Losses  paid,  $20. 

Friday,         No.  1022  Market  street.     Three-story  frame  building. 
22d,  Cause  of  fire,  fireworks. 

6.26  p.  m.,     Responded  to  by  Company  No.  2. 
Box  47.        In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  contents,  $16,000.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $10. 

Saturday,  Pier  No.  7.     One-story  frame  hay-barn. 

23d,  Cause  of  fire,  supposed  pipe  smoking. 

7.34  p.  M.,  Responded  to  by  Company  No.  2. 
Box  34.  In  service  fifty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $54. 
Iusurance  on  contents,  $5,000.     Losses  paid,  $583.75. 

Sunday,  Nos.  409-23  Mission  street.     Two-story  frame  buildings. 

24th,  Cause  of  fire,  supposed  spontaneous  combustion. 

5.35  A.  M.,  Responded  to  by  Company  No.  1. 
5.45  A.  M.,  In  service  two  hours. 

Box  52.        Covers  spread,  seventeen. 
2d  alarm.      Insurance  on  buildings,  $18,991.     Losses  paid,  $3,562. 
Insurance  on  contents,  $24,157.     Losses  paid,  $11,275. 
Loss  on  property  not  insured,  $2,500. 

Sunday,        Nos.  508-10  Fifth  street.     Three-story  frame  buildings. 

24th,  Cause  of  fire,  spark  from  chimney. 

7.35  p.  m.,     Responded  to  by  Company  No.  1. 
Box  186.       In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,400.     Losses  paid,  $48. 
Insurance  on  contents,  $1,100. 

Monday,  False  alarm. 

25th,  Responded  to  by  Company  No.  1. 

11.45  P.  M.,  In  service  twenty-five  minutes. 
Box  15. 
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Wednesday,  No.  106  Bernard  street.     Two-story  frame  building. 

27th,  Cause  of  fire,  children  with  matches. 

2.58  P.  M.,     Responded  to  by  Company  No.  2. 
Box  129.       In  service  one  hour. 

Insurance  on  building,  $750.     Losses  paid,  $195. 
Loss  on  property  not  insured,  $100. 

Wednesday,  No.  28  Rausch  street.     Three-story  frame  dwelling. 

27th,  Cause  of  fire,  children  with  matches. 

8.19  P.  m.,     Responded  to  by  Company  No.  2. 
Box  184.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $35. 

Friday,         No.  1070  Bryant  street.     Two-story  frame  dwelling. 
29th,  Cause  of  fire,  burning  of  window  curtain. 

12.25  a.  m.,     Responded  to  by  Company  No.  2. 
Box  152.       In  service  fifty  minutes. 

Insurance  on  building,  $1,800.     Losses  paid,  $20. 
Insurance  on  contents,  $1,500.     Losses  paid,  §95. 

Friday,        No.  21  Lafayette  street.     Two-story  frame  dwelling. 
29th,  Cause  of  fire,  burning  of  lace  curtain. 

10.44  A.  M.,    Responded  to  by  Company  No.  2. 
Box  71.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $2,000.     Losses  paid,  $100. 
Insurance  on  contents,  $1,500.     Losses  paid,  $150. 

Friday,        Natoma  and  Fremont  streets.     One-story  brick  building. 
29th,  Cause  of  fire,  defective  furnace. 

8.09  P.  M.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $75. 

Friday,        No.  1163  Mission  street.     Two-story  frame  building. 
29th,  Cause  of  fire,  upsetting  pf  coal-oil  lamp. 

8.24  p.  m.,     Responded  to  by  Company  No.  2. 
Box  183.       In  service  fifty-five  minutes. 

Insurance  on  building,  $3,500.     Losses  paid,  $45. 
Loss  on  property  not  insured,  $100. 

Saturday,      No.  120  Grove  street  (rear).  • 

30th,  Cause  of  fire,  boys  with  matches  in  an  old  wagon. 

5.08  p.  M.,     Responded  to  by  Company  No.  2. 
Box  97.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $100. 
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Saturday,      No.  1924  Hyde  street.     Two-story  frame  dwelling. 

30th,  Cause  of  fire,  carelessness  with  coal-oil,  kindling  lire  in  stove. 

5.50  p.  m.,     Responded  to  by  the  Captain. 
Box  123.       In  service  one  hour  and  ten  minutes. 
Loss  on  property  not  insured,  $35. 

Saturday,      No.  226  Stockton  street.     Four-story  brick  building. 

30th,  Cause  of  fire,  spark  from  chimney. 

7.35  p.  M.,     Responded  to  by  Company  No.  1. 
U.  T.  In  service  one  hour  and  ten  miniates. 

Covers  spread,  one. 

Insurance  on  building,  $10,000.     Losses  paid,  $130. 
Insurance  on  contents,  $6,000.     Losses  paid,  $200. 


JULY. 


Sunday,        No.  448  Brannan  street.     One-story  frame  building 

1st,  Cause  of  fire,  defective  forge. 

1.32  A.  M.,     Responded  to  by  Company  No.  1. 
Box  68.         In  service  fifty  minutes. 

Insurance  on  building,  $800.     Losses  paid,  $25. 
Insurance  on  contents,  $1,150. 


Sunday,        Rincon  Place.    St.  Mary's  Hospital.    Three-story  frame  building. 

1st,  '  Cause  of  fire,  defective  chimney. 

9.50  a.  m.,     Responded  to  by  Company  No.  1. 
Box  56.        In  service  forty  minutes. 
Loss,  $25.     No  claim. 


Sunday,        N.  E.  corner  of  Eighteenth  and  Valencia  streets. 
1st,  frame  building. 

10.48  A.  m.,    Cause  of  fire,  carelessness  with  matches. 
Box  276.       Responded  to  by  Company  ,No.  2. 
In  service  two  hours. 

Insurance  on  building,  $2,000.     Losses  paid,  $875. 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,520. 
Loss  on  property  not  insured,  $525. 


Two-story 


Tuesday,       Brannan  st.,  between  Seventh  and  Eighth  sts.     Frame  shed. 

3d,  Cause  of  fire,  spark  from  furnace. 

6.11  a.  m.,     Responded  to  by  Company  No.  2. 
Box  152.       In  service  forty  minutes. 
Loss,  $5.     No  claim. 
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Tuesday,       No.  11  Thirteenth  street.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  defective  chimney. 

10.12  a.  M.,     Responded  to  by  Company  No.  2. 
Box  72.        In  service  fifty-five  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $4,000.     Losses  paid,  $40. 
Insurance  on  contents,  $3,000.     Losses  paid,  $10. 


Tuesday,       Foot  of  Market  street.     Fire  under  wharf. 

3d,  Cause  of  fire,  carelessness  with  cigar. 

3.07  p.  M.,     Responded  to  by  Company  No.  1. 
Box  15.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $100 — to  wharf. 


Tuesday,       Alabama  st.,  between  Twenty-third  and  Twenty-fourth  sts. 

3d,  Cause  of  fire,  fireworks;  to  roof  of  convent. 

9.15  p.  M.,     Responded  to  by  the  Captain. 
Box  285.       In  service  fifty  minutes. 
Loss,  $5.     No  claim. 

Tuesday,       S.  E.  corner  of  Stevenson  and  Second  streets.     Cab  attached  to 

3d,  engine. 

11.55  p.  m.,    Cause  of  fire,  spontaneous  combustion. 
Still.  Responded  to  by  Company  No.  1. 

In  service  thirty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $50. 

Wednesday,  No.  48  Oak  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

10.01  A.  m.,    Responded  to  by  Company  No.  2. 
Box  86.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $40. 


Wednesday,  No.  158  Clara  street.     Three-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

10.40  A.  m.,    Responded  to  by  Company  No.  1. 
Box  158.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $25. 


Wednesday,  False  alarm. 

4th,  Responded  to  by  Company  No.  1. 

10.48  a.  m.,  In  service  thirty  minutes. 
Box  63. 
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Wednesday,  N.  W  corner  of  Howard  and  Fourth  streets.     Awning  to  three- 

4th,  story  building. 

10.50  a.  M.,    Cause  of  fire,  fireworks. 

Still.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 
Loss,  $25.     No  claim. 

Wednesday,  No.  1010  Clay  street.     Two-story  frame  building  (rear). 

4th,  Cause  of  fire,  fireworks. 

2.24  p.  M.,     Responded  to  by  Company  No.  1. 
Box  24.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $600.     Losses  paid,  $450. 
Insurance  on  contents,  $500.     Losses  paid,  $73. 

Wednesday,  No.  114  Oak  street.     Two-story  frame  building  (roof). 

4th,  Cause  of  fire,  fireworks. 

2.51  p.  M.,     Responded  to  by  Company  No.  2. 
Box  S6.        In  service  thirty  minutes. 

Insurance  on  building,  $1,200.     Losses  paid,  $25. 

Wednesday,   Laurel  Hill  Cemetery. 

4th,  Needless  alarm  for  burning  brush. 

3.58  p.  m.,     Responded  to  by  the  Captain. 
Box  325.       In  service  one  hour. 

Wednesday,  No.  2133  Mission  street.     Three-story  frame  building  (roof). 

4th,  Cause  of  fire,  fireworks. 

4.29  P.  M.,     Responded  to  by  the  Captain. 
Box  276.       In  service  fifty  minutes. 

Insurance  on  building,  $6,000.     Losses  paid,  $235. 
Insurance  on  contents,  $4,050.     Losses  paid,  $172. 

Wednesday,  Clara  avenue.     Two-story  frame  building. 

4th,  Cause  of  fire,  drunkenness. 

6.02  p.  M.,     Responded  to  by  the  Captain. 
Box  273.       In  service  one  hour. 

Insurance  on  building,  $1,300.     Losses  paid,  $1,050. 
Insurance  on  contents,  $900.     Losses  paid,  $785. 

Wednesday,  No.  524  Third  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

7.55  p.  m.,     Responded  to  by  Company  No.  1. 
Box  69.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $250. 
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Wednesday,  No.  110  Devisadero  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

8.24  p.  m.,     Responded  to  by  the  Captain. 
Box  385.       In  service  forty-five  minutes. 
Insurance  on  building,  $2,500. 
Insurance  on  contents,  $2,000.     Losses  paid,  $20. 


Wednesday,  No.  1811  Howard  street.     Three-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

8.48  p.  m.,     Responded  to  by  Company  No.  2. 
Box  364.       In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $25. 


Wednesday,  No.  2606  Folsom  street.     Two-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

8.52  p.  M.,     Responded  to  by  the  Captain. 
Box  145.       In  service,  one  hour. 
Loss,  $10.     No  claim. 

Wednesday,  Stockton  street,  near  Clay  street.     One-story  frame  church. 

4th,  Cause  of  fire,  fireworks. 

9.13  p.  m.,     Responded  to  by  Company  No.  1. 
Box  24.        In  service  forty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $10. 

Wednesday,  Nos.  1717-21  Turk  street.    One  and  three  story  frame  dwellings. 

4th,  Cause  of  fire,  fireworks. 

9.16  P.  m.,     Responded  to  by  Company  No.  2. 
Box  247.       In  service  one  hour. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $12. 
Loss  on  property  not  insured,  $10. 

Wednesday,  No.  1516  California  street.     Three-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

9.43  P.  M.,     Responded  to  by  Company  No.  2. 
Box  13S.       In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $2,930.     Losses  paid,  $100. 
Insurance  on  contents,  $2,500.     Losses  paid,  $35. 


Wednesday,  No.  1524  Powell  street.     Two-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

9.45  p.  m.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  forty -five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $30. 
Loss  on  property  not  insured,  $50. 
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Wednesday,  No.  21  Valparaiso  street.     Two-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

9.50  p.  m.,     Responded  to  by  Company  No.  1. 
Box  2.         In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $25. 

Wednesday,  False  alarm. 

4th,  Responded  to  by  the  Captain. 

11.15  P.  M.,  In  service  thirty  minutes. 
Box  231. 

Wednesday,  Nos.  929-31  Jackson  street.     Three-story  frame  buildings  (roof). 

4th,  Cause  of  fire,  fireworks. 

11.49  p.  m.,    Responded  to  by  Company  No.  1. 
Box  16.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $400. 
Insurance  on  contents,  $800.     Losses  paid,  $100. 
Loss  on  property  not  insured,  $125. 

Wednesday,  Nos.  501-03  Lupont  street. 

4th,  Needless  alarm  ;  smoke  issuing  between  buildings. 

11.52  p.  M.,     Cause  of  smoke,  fireworks. 
Box  28.        Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Wednesday,  No.  1153  Folsom  street.     Three-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  fireworks. 

11.58  P.  M.,     Responded  to  by  Company  No.  2. 
Box  184.       In  service  thirty-five  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $7. 

Wednesday,  Castro  and  twenty-fourth  streets.     One-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

11.58  p.  m.,     Responded  to  by  the  Captain. 
Box  275.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $2,700.     Losses,  $1,510. 
Insurance  on  contents,  $1,600.     Losses  paid,  $1,300. 

Thursday,  No.  212  Herman  street.     Three-story  frame  building. 

5th,  Cause  of  fire,  fireworks. 

12.15  a.  m.,  Responded  to  by  the  Captain. 

Box  381.  Loss  on  property  not  insured,  $15. 

Thursday,      Filbert  street,  near  Jones  street.    Two-story  frame  school-house. 

5th,  Cause  of  fire,  fireworks. 

12.22  A.  m.,     Responded  to  by  the  Captain. 
Box  125.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $25. 
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Thursday,     No.  326  Ellis  street.     Two-story  frame  dwelling  (roof). 

5th,  Cause  of  fire,  fireworks. 

1.40  a.  m.,     Responded  to  by  Company  No.  2. 
Box  96.        In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $150. 

Thursday,     No.  609  Alva  avenue.     One-story  frame  dwelling  (roof). 

5th,  Cause  of  fire,  fireworks. 

1.57  A.  M. ,     Responded  to  by  Company  No.  2. 
Box  85.        In  service  one  hour. 

Insurance  on  building,  $500.     Losses  paid,  !jl0. 

Friday,         No.  841  McAllister  street.     One-story  frame  building  (roof). 
6th,  Cause  of  fire,  fireworks. 

10.34  a.m.,     Responded  to  by  Company  No.  2. 
Box  85.         In  service  fifty  minutes. 
Covers  spread,  five. 
Loss  on  property  not  insured,  $50. 

.Saturday,      8.  W.  corner  of  Market  and  Fourth  streets.     Four-story  brick 

7th,  building. 

3.52  a.  m.,     Cause  of  fire,  spontaneous  combustion  among  old  rags. 
Box  62.        Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Insurance  on  building,  $220,000.      Losses  paid,  $553. 

Saturday,      No.  631  Pacific  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  fireworks. 

4.10  p.  M.,     Responded  to  by  Company  No.  1. 
Box  17.         In  service  one  hour  and  ten  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $900.     Losses  paid,  $215. 
Insurance  on  contents,  $1,000.     Losses  paid,  $450. 
Loss  on  property  not  insured,  $1 10. 

Sunday,        Nos.  65-67  Jessie  street.     One-stoi-y  brick  dwelling. 

8th,  Cause  of  fire,  supposed  carelessness  with  cigar. 

4.20  a.  si.,     Responded  to  by  Company  No.  I. 
Still.  In  service  fifty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $100. 


Sunday,        Laurel  Hill  Cemetery.     Grass  and  fence  burning. 

Sth,  Cause  of  fire,  supposed  spark  from  engine. 

1.45  p.  M.,     Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour  and  twenty  minutes. 

Loss  on  property  not  insured,  $50 — to  fence. 
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Wednesday,  No.  51  Beale  street.     Two-story  frame  building  (root). 

llth,  Cause  of  tire,  defective  chimney. 

1.41  P.  m.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  thirty-five  minutes. 
Loss,  $5.     No  claim. 

Friday,        Nos.  304-0(3  Jackson  street.     Two-story  frame  building. 
13th,  Cause  of  tire,  explosion  of  coal-oil  lamp. 

8.56  P.  M.,     Responded  to  by  Company  No.  1. 
Box  18.         In  service  fifty  minutes. 
Covers  spread,  three. 
Loss  on  property  not  insured,  $275. 

Saturday,      No.  1757  Ellis  street.     One-story  frame  shed  (rear). 

14th,  Cause  of  fire,  children  with  matches. 

4.15  p.  m.,     Responded  to  by  Company  No.  2. 
Box  341.       In  service  one  hour. 

Insurance  on  contents,  $  1,000.     Losses  paid,  $80. 

Loss  on  property  not  insured,  $50. 

Saturday,      Nos.  135-39  Fremont  street.     Three-story  frame  foundry. 

14th,  Cause  of  fire,  spark  from  smoke-stack. 

6.02  p.  m.,     Responded  to  by  Company  No.  1. 
Box  52.        In  service  one  hour. 
Covers  spread,  nine. 

Insurance  on  building,  $5,000.     Losses  paid,  $132.60.  • 
Insurance  on  contents,  $44,000.     Loss,  $50.     No  claim. 

Sunday,  No.  311  Bryant  street.     Two-story  frame  dwelling  (roof). 

15th,  Cause  of  fire,  spark  from  chimney. 

2.32  p.  M.,  Responded  to  by  Company  No.  1. 

Box  56.  In  service  forty  minutes. 

Sunday,  No.  1203  Valencia  street.     One-story  frame  building. 

15th,  Cause  of  fire,  carelessness  with  coal-oil  stove— needless  alarm. 

5  53  P.  M.,  Responded  to  by  the  Captain. 

Box  143.  In  service  one  hour. 

Sunday,        Nos.  325-33  Golden  Cate  avenue.     Two-story  frame  buildings. 
15th,  Cause  of  fire,  unknown . 

10.30  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  91.        In  service  two  hours  and  twenty  minutes. 
Covers  spread,  nineteen. 

Insurance  on  buildings,  $14,833.     Losses  paid,  $3,317. 
Insurance  on  contents,  $7,500.     Losses  paid,  $4,884. 
Loss  on  property  not  insured,  $12,166.50. 
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Monday,       Nos.  517-19  Front  street.     One-story  brick  building 
16th,  Cause  of  fire,  unknown. 

11.47  a.  m.,    Responded  to  by  Company  No.  1. 
Box  13.        In  service  two  hours. 

Insurance  on  contents,  $9,200.     Losses  paid.  $5,843. 
Loss  on  property  not  insured,  $500. 


Monday,       No.  12  Essex  street.     Two-story  frame  dwelling  (unoccupied). 
16th,  Cause  of  fire,  supposed  tramps  smoking. 

11.06  p.  m.,    Responded  to  by  Company  No.  1. 
Box  58.        In  service  forty-five  minutes. 

Insurance  on  building,  $3,500.     Losses  paid,  $600. 


Friday,        Nos.  531-33  Fifth  street.     Two-story  frame  factory. 
20th,  Cause  of  fire,  spontaneous  combustion  among  old  rags. 

2.11  a.  m.,     Responded  to  by  Company  No.  1. 
Box  186.       In  service  one  hour. 
Covers  spread,  two. 
Loss,  $15.     No  claim. 


Sunday, 

22d, 

12.33  a.  m. 

Box  219. 


False  alarm. 

Responded  to  by  the  Captain. 

In  service  one  hour. 


Tuesday,  Nos.  S-10  Stevenson  street. 

24th,  Needless  alarm;  starting  fire  under  boilers. 

1.50  a.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 


Tuesday,       No.  32  California  street.     Three-story  brick  building 

24th,  Cause  of  fire,  supposed  carelessness  with  matches. 

1.20  P.  m.,     Responded  to  by  Company  No.  1. 
Box  32.        In  service  forty-five  minutes. 

Insurance  on  contents,  $11,000.     Losses  paid,  $120. 


Tuesday,       No.  102  Devisadero  street.     Two-story  frame  dwelling. 

24th,  Cause  of  fire,  unknown. 

4.05  p.  m.,     Responded  to  by  the  Captain. 
Box  385.       In  service  one  hour. 

Insurance  on  building,  $3,500.     Losses  paid,  $850. 
Insurance  on  contents,  $1,000.     Losses  paid,  $150. 
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Wednesday,   Bay  street,  between  Webster  and  Buchanan  streets.     Two-story 

25th,  frame  building  and  sheds. 

2.55  r.  m.,     Cause  of  fire,  defective  smoke-house. 
Box  219.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $19,550.     Losses  paid,  $13,844. 
Insurance  on  contents,  $S1,000.     Losses  paid,  $43,887. 

Friday,        S.  E.  corner  of  Gough  street  and  Rose  avenue.     Two-story  frame 
27th,  building. 

10.52  a.m.,    Cause  of  fire,  boiling  over  kettle  of  oil. 
Box  84.       Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Friday,  No.  26  Freelon  street. 

27th,  Needless  alarm  ;  chimney  burning. 

6.16  p.  M.,  Responded  to  by  Company  No.  1. 

Box  68.  In  service  thirty -five  minutes. 

Friday.  Stockton  Place. 

27th,  Needless  alarm  ;  chimney  burning. 

9.25  P.  m.,  Responded  to  by  Company  No.  1 . 
Telephone.  In  service  twenty-five  minutes. 

Saturday,  No.  15  Jessie  street.     One-story  frame  building. 

28th,  Cause  of  fire,  spark  from  smoke-stack;  needless  alarm. 

1.26  p.  m.,  Responded  to  by  Company  No.  1. 
Box  52.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Tuesday,       No.  610  Laguna  street.     Two-story  frame  building. 

31st,  Cause  of  fire,  carelessness  with  matches. 

4.40  A.  M.,     Responded  to  by  Company  No.  2. 
Box  85.        In  service  one  hour. 

Insurance  on  building,  $500.     Losses  paid,  $41.50. 
Insurance  on  contents,  $300.     Losses  paid,  $97. 


AUGUST. 

Wednesday,   No.  900  O'Farrell  street.     Two-story  frame  dwelling  (roof). 

1st,  Cause  of  fire,  spark  from  chimney. 

4.10  p.  m.,     Responded  to  by  Company  No.  2. 
Still.  In  service  fifty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Insurance  on  building,  $3,571.50.     Losses  paid,  $80. 
Insurance  on  contents,  $1,200. 
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Friday,        No.  1216  Folsom  street.     Two-story  frame  building. 
3d,  Cause  of  fire,  children  with  matches. 

8  50  a.  m.,     Responded  to  by  Company  No.  2. 
Box  7S.        In  service  fifty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $10. 
Insurance  on  contents,  $500.     Losses  paid,  $15. 

Friday,  No.  815  Golden  Gate  avenue. 

3d,  Needless  alarm;  chimney  burning. 

12.42  p.  M.,  Responded  to  by  Company  No.  2. 

Box  342.  In  service  thirty  minutes. 

Friday,        No.  281  East  street.     Three-story  frame  building. 
3d,  Cause  of  fire,  defective  chimney. 

0.29  p.  m.,     Responded  to  by  Company  No.  1. 
Box  15.        In  service  one  hour. 

Insurance  on  building,  $7,500.     Losses  paid,  $100. 
Insurance  on  contents,  $4,400.     Losses  paid,  $52. 

Sunday,        Nos.  527-31  Market  street.     Three-story  brick  building  (unoc- 

5th,  cupied). 

7.00  p.  m.,     Cause  of  fire,  supposed  tramps  smoking. 
Box  261.       Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $25,000.     Losses  paid,  $300. 

Monday,       No.  417  Commercial  street.     Three-story  brick  building. 

6th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.45  p.  M.,     Responded  to  by  Company  No.  1. 
Box  26.        In  service  one  hour  and  fifty  minutes. 
Covers  spread,  twenty -five. 

Insurance  on  building,  $3,500.     Losses  paid,  $625. 
Insurance  on  contents,  $8,600.     Losses  paid,  $2,173. 

Wednesday,  No.  1008  Green  st.  (rear).    One-story  frame  building  (woodshed). 

8th,  Cause  of  fire,  unknown. 

3.27  A.  m.,     Responded  to  by  the  Captain. 
Box  291.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $600.     Losses  paid,  §375. 
Loss  on  property  not  insured,  $275. 

Wednesday,  No.  1304  First  street.     Two-story  frame  dwelling. 

8th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

4.16  p.  M.,     Responded  to  by  Company  No.  2. 
Box  174.       In  service  one  hour  and  ten  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $1,200.     Losses  paid,  $30. 
Insurance  on  contents,  §1,300.     Losses  paid,  §56. 
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Thursday,     No.  719  Green  street.     Two-story  frame  dwelling  (roof). 

9th,  Cause  of  fire,  spark  from  smoke-stack. 

4.54  p.  M.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  one  hour. 

Insurance  on  building,  $4,000.     Losses  paid,  $100. 
Insurance  on  contents,  $1,000.      Losses  paid,  $15. 

Sunday,       Nos.  116-18  California  street.     Two-story  brick  building. 
12th,  Cause  of  fire,  unknown. 

3.59  P.  m.,      Responded  to  by  Company  No.  1. 
Box  264.       In  service  two  hours  and  thirty  minutes. 
Covers  spread,  eighteen. 

Insurance  on  building,  $20,000.     Losses  paid,  $7,536. 
Insurance  on  contents,  $20,525.     Losses  paid,  $15,687. 
Loss  on  property  not  insured,  $4,575. 

Monday,       No.  14  Eighth  street.     Two-story  frame  dwelling  (roof). 

13th,  Cause  of  fire,  sparks  from  chimney. 

3.48  P.  M.,     Responded  to  by  Company  No.  2. 
Box  183.       In  service  fifty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $1,550.     Losses  paid,  $55. 
Insurance  on  contents,  $1,000. 

Wednesday,    Wharf  foot  of  Fourth  street.      Lumber  yard. 

15th,  Cause  of  fire,  supposed  pipe  smoking. 

12.55  p.  m.,     Responded  to  by  Company  No.  1. 
Box  156.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $50. 

Wednesday,  No.  913  Geary  street. 

15th,  Needless  alarm;  chimney  burning. 

6.05  p.  M.,  Responded  to  by  Company  No.  2. 

Box  137.  In  service  thirty  minutes. 

Thursday,      No.  266  Jessie  street  (rear).     Woodshed. 
16th,  Cause  of  fire,  carelessness  with  matches. 

1.17  a.  m.,     Responded  to  by  Company  No.  1. 
Box  62.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Friday,         No.  208*  First  street.     Two-story  frame  building. 
17th,  Cause  of  fire,  unknown. 

3.26  P.  M.,     Responded  to  by  Company  No.  1 . 
Box  58.        In  service  forty-five  minutes. 

Insurance  on  contents,  $400.     Losses  paid,  $30. 


Saturday,      No.  1000  Market  st.     Awning  attached  to  three-story  building. 

18th,  Cause  of  fire,  matches  from  window  above. 

7.53  A.  m.,     Responded  to  by  Company  No.  2. 
Box  47.        In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $50. 

Saturday,      Nos.  206-12  Jackson  street.     Two-story  brick  buildings. 
ISth,  Cause  of  fire,  over-heated  cook-stove. 

9.25  A.  M.,     Responded  to  by  Company  No.  1. 

Box  18.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  twenty-seven. 

Insurance  on  buildings,  $2,000.     Losses  paid.  $153. 
Insurance  on  contents,  $7,000.     Losses  paid,  $1,200. 
Loss  on  property  not  insured,  $200. 

Saturday,      Nos.  1307-09  Stockton  street.     Three-story  frame  buildings. 

18th,  Cause  of  fire,  terracotta  chimney. 

6.21  p.  M.,     Responded  to  by  Company  No.  1. 
Box  14.        In  service  one  hour  and  ten  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $9,500.     Losses  paid,  $740. 
Loss  on  property  not  insured,  $100. 

Saturday,      N.  W.  corner  of   Octavia  and    Greenwich   streets.     Two-story 

18th,  frame  building. 

10.53  p.  m.,    Cause  of  fire,  unknown. 
Box  253.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  building,  $10,500.     Losses  paid,  $10,500. 
Insurance  on  contents,  $8,000.     Losses  paid,  $6,280. 
Loss  on  property  not  insured,  $2,398. 

Sunday,  No.  2413  Pacific  avenue. 

19th,  Needless  alarm ;  chimney  burning. 

5.52  p.  m.,  Responded  to  by  Company  No.  2. 

Box  256.  In  service  fifty  minutes. 

Monday,  Stockton  street.     Three-story  brick  medical  college. 

20th,  Cause  of  fire,  boiling  over  can  of  paint;  needless  alarm. 

4.26  p.  m.,  Responded  to  by  Company  No.  1. 
Box  194.  In  service  forty-five  minutes. 


Tuesday,  Linden  avenue. 

21st,  Needless  alarm;  chimney  burning. 

6.35  p.  M.,  Responded  to  by  Company  No.  2. 

Box  81.  In  service  thirty  minutes. 


Wednesday,  No.  602  Nineteenth  street.     One-story  frame  building. 

22d,  Cause  of  fire,  supposed  rats  and  matches. 

b\17  P.  m.,      Responded  to  by  Company  No.  2. 
Box  276.       In  service  one  hour. 

Insurance  on  contents,  $600.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $5. 


Thursday,      No.  641  Clay  stteet.     Three-story  brick  building. 

23d,  Cause  of  fire,  unknown. 

10.25  p.  m.,     Responded  to  by  Company  No.  1. 
Box  21.        In  service  two  hours. 

Insurance  on  building,  $7,000.     Losses  paid,  .$215. 
Insurance  on  contents,  $12,980.     Losses  paid,  $3,500. 


Friday,         No.  14  Geneva  street.     Two-story  frame  building. 
24th,  Cause  of  fire,  wooden  ash-barrel. 

2.10  A.  M.,     Responded  to  by  Company  No.  1 . 
Box  1S2.       In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $1,700.     Losses  paid,  $835. 
Insurance  on  contents,  $830.     Losses  paid,  $107. 
Loss  on  property  not  insured,  $35. 

Saturday,  Spear  street,  near  Market  street. 

25th,  Needless  alarm;  burning  of  asphaltum  kettle. 

10.30  A.  m.,  Responded  to  by  Company  No.  1. 

Box  39.  In  service  twenty  minutes. 


Saturday,      No.  909  Taylor  street.     Two-story  frame  building. 

25th,  Cause  of  fire,  supposed  cigarette  smoking  in  bed. 

12.16  p.  m.,     Responded  to  by  Company  No.  1. 
Box  132.       In  service  two  hours  and  forty  minutes. 
Covers  spread,  twenty. 

Insurance  on  building,  $6,000.     Losses  paid,  $842. 
Insurance  on  contents,  $3,000.     Losses  paid,  $1,149. 


Saturday,      Nos.  1626-34  Market  street.     Two-story  frame  building  (factory). 

25th,  Cause  of  tire,  defective  stove-pipe. 

6.14  p.  m.,     Responded  to  by  Company  No.  2. 
Box  76.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  five. 
Insurance  on  contents,  $4,100.     Losses  paid,  $2,227. 


Monday,       No.  8-12  St.  Charles  place.     Two-story  frame  dwellings. 

27th,  Cause  of  fire,  defective  cooking-stove. 

4.50  P.  m.,     Responded  to  by  Company  No    1. 
Box  17.        In  service  forty  minutes. 

Insurance  on  buildings,  $750.     Losses  paid,  $5. 
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Monday,  Nos.  32  and  32J  Geary  street.     Three-story  brick  buildings. 

27th,  Cause  of  tire,  incendiary. 

6.25  p.  m.,  Responded  to  by  Company  No.  1. 

Box  48  In  service  one  hour  and  forty  minutes, 

and  Covers  spread,  one. 

D.  T.  Insurance  on  buildings,  $6,000.     Losses  paid,  $164. 
Insurance  on  contents,  $5,800.     Losses  paid,  $203. 


Monday,  No.  765  Mission  street.     Furniture  and  piano  factory. 

27th,  Cause  of  fire,  coal-oil  stove. 

8.45  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       No.  268  Stevenson  street.     Two-story  frame  building. 
27th,  Cause  of  fire,  rats  and  matches. 

10.49  p.  m.,     Responded  to  by  Company  No.  I. 
Box  62.        In  service  forty  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $300.     Losses  paid,  $30. 
Insurance  on  contents,  $1,075.     Losses  paid,  $95. 


Tuesday,       Montgomery  ave.  and  Francisco  st. 

28th,  Cause  of  fire,  incendiary. 

3.37  P.  M.,     Responded  to  by  Company  No.  1. 
Box  192.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $1. 


One-story  frame  building. 


Wednesday,  Nos.  306-OS  Sacramento  street.  Two-story  brick  buildings. 

29th,  Cause  of  fire,  supposed  carelessness  with  matches. 

10.04  a.  m.,     Responded  to  by  Company  No.  1. 
Box  31.        In  service  two  hours. 

Covers  spread,  twenty-six. 

Insurance  on  building,  $3,000.  Losses  paid,  $400. 

Insurance  on  contents,  $19,275.  Losses  paid,  $9,837. 


Thursday,     Nos.  120-22  Main  street  (rear).     Two-story  frame  building. 

30th,  Cause  of  tire,  carelessness  with  cigarettes. 

5.59  p.  m.,     Responded  to  by  Company  No.  1. 
Box  265.       In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $30. 


SEPTEMBER. 


Sunday,  No.  32  Ritch  street. 

2d,  Needless  alarm  ;  chimney  burning. 

6.07  P.  M.,  Responded  to  by  Company  No.  1. 

Box  63.  In  service  thirty  minutes. 
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Sunday,  No.  10  Capp  street. 

2d,  Needless  alarm;  chimney  burning. 

7.32  p.  m.,  Responded  to  by  Company  No.  2. 

Box  148.  In  service  fifty  minutes. 

Tuesday,  Sixth  and  King  sts.     Carload  of  hay  on  side-track  of  S.  P.  R.  K 

4th,  Cause  of  fire,  supposed  cigarettes. 

3.45  p.  M.,  Responded  to  by  Company  No.  1. 

Box  182.  In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $200. 

Tuesday,  Diamond  and  Fifteenth  streets.     One-story  frame  mill. 

4th,  Cause  of  tire,  unknown. 

7.48  p.  m.,  Responded  to  by  Company  No.  1. 

Box  362.  In  service  one  hour  and  forty-five  minutes. 
Loss  on  property  not  insured,  $1,000. 


Tuesday,       No.  558  Stevenson  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  carelessness  with  cigarettes. 

9.58  P.  M.,     Responded  to  by  Company  No.  2. 
Box  75.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  ten. 

Insurance  on  building,  $1,200.  Losses  paid,  $600. 
Insurance  on  contents,  $800.  Losses  paid,  $60.50. 
Loss  on  property  not  insured,  $10. 


Thursday,      Market  and  Jones  streets.     Canvas  awnii 

6th,  Cause  of  fire,  carelessness  with  cigar. 

12.45  P.  M.,     Responded  to  by  Company  No   2. 
D.  T.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $25. 


Thursday,      Bryant  and  Second  sts.     Three-story  brick  building  (1) 

6th,  Cause  of  fire,  upsetting  of  lamp. 

1.49  p.  m.,     Responded  to  by  Company  No.  1. 
Box  56.        In  service  one  hour  and  five  minutes. 

Insurance  on  building,  $36,500.     Losses  paid,  $1,240. 
Insurance  on  contents,  $407,500.     Losses  paid,  $4,506. 


inent). 


Saturday,      No.  128  Langton  street.     Two-story  frame  dwelling  (roof). 

8th,  Cause  of  fire,  spark  from  smoke-stack. 

3.20  P.  m.,     Responded  to  by  Company  No.  2. 
Box  153.       In  service  forty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $30. 

Loss  on  property  not  insured,  $10. 
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Saturday,      S.  E.  corner  of  Folsom  and  Second  streets. 

Sth,  building. 

3.45  p.  m.,     Cause  of  fire,  carelessness  with  cigar. 
Still.  Responded  to  by  Company  No.  1. 

In  service  thirty-five  minutes. 
Loss  on  property  not  insured,  .-$15. 


One-storv  frame 


Sunday,        Nos.  112-60  Main  street,    117-41  Beale  street,   120-30  Howard 

9th,  street,  Mission,  Stewart,  Spear  and  East  streets. 

1.14  p.  M.,     One,  two  and  three  story  frame  and  brick  buildings. 
1.21  p.  m.,     Cause  of  fire,  spark  from  furnace. 
1.53  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
3d  alarm.      In  service  six  hours. 
Box  265.       Covers  spi-ead,  one;  burned. 

Insurance  on  buildings,  £64,571.70.     Losses  paid,  $42, 120. 

Insurance  on  contents,  $272,007.25.     Losses  paid,  $182,606. 

Loss  on  property  not  insured,  $378,516.54. 

Sunday,  False  alarm. 

9th,  Responded  to  by  Company  No.  1 . 

10.10  p.  M.,  In  service  twenty  minutes. 
Box  15. 

Monday,  No.  11  First  street.     Five-story  brick  building. 

10th,  Cause  of  fire,  pan  of  sulphur  burning. 

12.45  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty-five  minutes. 

Monday,       No.  139  Natoma  street.     Three-story  frame  building. 

10th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.10  p.  m.,     Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Tuesday,       No.  1227  Union  street.     Two-story  frame  building. 

11th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

S.10  p.  m.,     Responded  to  by  Company  No.  2. 
Box  123.       In  service  fifty  minutes. 

Loss  on  property  not  insui'ed,  $5. 


Thursday,     Nos.  633-35  Pacific  street.     Two-story  frame  buildings. 

13th,  Cause  of  fire,  leaky  gas-pipe. 

3.24  p.  m.,     Responded  to  by  Company  Nn.  1. 
Box  7.         In  service  fifty-five  minutes. 
Covers  spread,  four. 
Loss  on  property  not  insured,  $100. 


C     60     j 

Saturday,  Nos.  216   18  Market  street.     Four-story  brick  building. 

15th,  Cause  of  fire,  smoke  from  range. 

9.25  a.  m.,  Responded  to  by  Company  No.  I. 

Still.  In  service  twenty-five  minutes.  . 

Sunday,       No.  12  Broadway.     Two-story  frame  building. 
16tli,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

6.58  v.  m.,     Responded  to  by  Company  No.  1. 
Box  13.        In  service  one  hour. 
Covers  spread,  four. 

Insurance  on  building,  $1,000.     Losses  paid,  $600. 
Insurance  on  contents,  $1,000.     Losses  paid,  $300. 

Tuesday,       No.  217  Main  street.     Two-story  frame  building. 

18th,  Cause  of  fire,  defective  cooper's  furnace. 

11.21  p.  m.,     Responded  to  by  Company  No.  1. 
Box  51.        In  service  forty-five  minutes. 
Covers  spread,  four. 
Insurance  on  contents,  $1,000.     Loss,  $20      No  claim 

Thursday,  No.  303  Sutter  street. 

20th,  False  alarm:  hall  box. 

11.42  a.  m.,  Responded  to  by  Company  No.  1. 

D.  T.  In  service  twenty  minutes. 

Thursday,     No.  143  Perry  street.     Two-story  frame  building 

20th,  Cause  of  fire,  spark  from  chimney. 

8.05  p.  m.,     Responded  to  by  Company  No.  1. 
Box  63.         In  service  thirty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $54. 
Loss  on  property  not  insured,  $10. 

Thursday,     No.  613  Fourth  street.     Two-story  frame  building 

20th,  Cause  of  fire,  carelessness  with  matches. 

S.20  p.  m.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  forty-five  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $60. 
Insurance  on  contents,  $500.     Losses  paid,  $175. 

Saturday,      No.  1008  Pacific  street.     Two-story  frame  building 

22d,  Responded  to  by  Company  No.  1 . 

10.55  A.  m.,     In  service  fifty-five  minutes. 
Box  16.        Covers  spread,  two. 

Insurance  on  contents,  $500.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $10. 
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Monday,       Mission-street  wharf.     Tug-boat  Pelican. 

24th,  Cause  of  fire,  spontaneous  combustion. 

3.0")  a.  m.,     Responded  to  by  Company  No.  1 . 
Box  34.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  §200. 


Monday,       No.  115  Fourth  street.     Two-story  brick  building. 

24th,  Cause  of  fire,  electric  wires. 

7.10  a.  m.,     Responded  to  by  Company  No.  1. 
Box  02.        In  service  fifty  minutes. 

Insurance  on  contents,  ¥500.     Losses  paid,  §225. 


Monday,       No.  2102  Bush  street.     Two-story  frame  building. 
24th,  Cause  of  fire,  defective  Chimney. 

1 1.25  a.  m.,     Responded  to  by  Company  No.  2. 
Box  213.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $59. 
Insurance  on  contents,  f  1,500.     Losses  paid,  $200. 


Monday,        No.  625  Davis  street.     Three-story  frame  building. 

24th,  Cause  of  fire,  drunkenness. 

4.05  p.  m.,     Responded  to  by  Company  No.  1. 
Box  19.        In  service  forty-five  minutes. 

Insurance  on  contents,  §1,000.     Losseg  paid,  >r'143. 
Loss  on  property  not  insured,  *2.~>. 


Monday,       No.  630  Brannan  street  (rear).     One-story  frame  cooper  shop. 

24th,  Cause  of  fire,  carelessness  with  cigar. 

6.13  P.  m.,     Responded  to  by  Company  No.  1. 
Box  186.       In  service  forty-five  minutes. 
Loss,  $10.     No  claim. 


Tuesday,  N.  E.  corner  Powell  and  Union  streets. 

25th,  Needless  alarm;  chimney  burning. 

12.15  p.  m.j  Responded  to  by  Company  No.  1. 

Box  8.  In  service  thirt}'-five  minutes. 


Tuesday,       No.  231  San  Jose  avenue.     Two-stoiy  frame  dwelling. 

25th,  ( 'ause  of  fire,  hot  iron  and  old  rags. 

12.4.")  p.  m.,     Responded  to  by  the  Captain. 
Box  236.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $250. 
Insurance  on  contents,  >'1,000.     Losses  paid,  82.50. 
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Wednesday,  Nos.  312-14  Commercial  street.     Two-story  brick  bui 

26th,  Cause  of  fire,  explosion  of  coal -oil  lamp. 

0.10  r.  m.,     Responded  to  by  Company  No.  1. 
Box  264.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $280. 

Insurance  on  contents,  $5,000.     Losses  paid,  $1,300. 

Wednesday,  Mission  and  West  streets. 

26th,  Needless  alarm;  chimney  burning. 

6.29  P.  m.,     Responded  to  by  Company  No.  2. 
Box  71.        In  service  forty  minutes. 

Thursday,     No.  26  Hayes  street.     Three-story  frame  building. 

27th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

4.40  a.m.,     Responded  to  by  Company. No.  2. 
Box  76.        In  service  ten  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $107.50. 
Loss  on  property  not  insured,  $50. 

.Sunday,  No.  134  Second  street.     Three-story  frame  building. 

30th,  Cause  of  fire,  carelessness  with  candle. 

8.30  p.  M.,  Responded  to  by  Company  No.  1 . 
Still.  In  service  twenty-five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $120. 


OCTOBER. 

Monday,  Hyde  and  McAllister  streets. 

1st,  Needless  alarm;  asphaltum  kettle  burning. 

9.12  A.  m.,  Responded  to  by  Company  No.  2, 

Box  91.  In  service  twenty-five  minutes. 

Monday,       No.  1505  Folsom  street.     Two-story  frame  hay  barn. 

1st,  Cause  of  fire,  supposed  spark  from  chimney. 

9.15  p.  m.,     Responded  to  by  Company  No.  2. 
Box  79.        In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $62.50. 
Insurance  on  contents,  $800.     Losses  paid,  $16. 

Tuesday,       Second  street,  near  Howard  street.     Brick  and  frame  brewery. 

2d,  Cause  of  fire,  boiling  over  of  pitch  kettle. 

12.22  p.  m.,    Responded  to  by  Company  No.  1. 
Still.  In  service  twenty  minutes. 

Loss,  $20. 


[    63    ] 

Wednesday,  S.  W.  corner  of  Montgomery  and  Merchant  streets.     Two-story 

3d,  brick  building. 

2.10  p.  M.,     Cause  of  fire,  boiling  over  of  carbolic  acid. 
Box  21.        Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Loss  on  property  not  insured,  $50. 

Thursday,  No.  511  Seventh  street. 

4th,  Needless  alarm;  smoke  from  retort. 

."i.08  P.  M.,  Responded  to  by  Company  No.  1. 

Box  154.  In  service  thirty-five  minutes. 

Sunday,        No.  428  Dupont  street.     Three-story  frame  building. 

7th,  Cause  of  fire,  carelessness  with  cigar. 

6.04  p.  M.,     Responded  to  by  Company  No.  1. 
Box  28.        In  service  thirty  minutes. 

Insurance  on  contents,  $200.     Losses  paid,  $10. 

Monday,  No.  614  Merchant  street. 

Sth,  Needless  alarm;  smoking  range. 

4.18  a.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       No.  155  Third  street.     Two-story  frame  building. 

Sth,  Cause  of  fire,  unknown. 

9.32  p.  M.,     Responded  to  by  Company  No.  1. 
Box  61.        In  service  forty  minutes. 
Covers  spread,  five. 
Insurance  on  contents,  $1,750.     Losses  paid,  $85. 

Wednesday,  No.  546  Mission  street  (rear).     Two-story  frame  building. 

10th,  Cause  of  fire,  spark  from  smoke-stack. 

7.37  a.  M.,     Responded  to  by  Company  No.  1. 
Box  261.       In  service  forty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Insurance  on  building,  $2,000.     Losses  paid,  $30. 


Thursday,     N.  E.  corner  of  Hyde  and  Union  sts.     One-story  frame  building. 

1 1th,  Cause  of  fire,  hot  smoking  pipe  in  coat  pocket. 

8.41  a.  m.,     Responded  to  by  Company  No.  2. 
Box  123.       In  service  fifty  minutes. 

Insurance  on  contents,  $900.     Losses  paid,  $!0. 

Monday,       Freelon  street,  near  Fifth  street.     One-story  frame  factory. 

15th,  Cause  of  fire,  spontaneous  combustion. 

6.28  p.  M.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $150. 


[  M  ] 

Thursday,      No.  212  Townsend  street.     One-story  frame  building. 

IStli,  Cause  of  tire,  eigarette  smoking. 

10.  Hi  \ .  m  .,     Responded  to  by  Company  No.  I . 
Box  156.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  $10. 

Thursday,     No.  ISO!)  Folsom  street.     Two-story  frame  building. 

ISth,  Cause  of  fire,  boiling  ovet  of  asphaltum  kettle. 

10.22  A.  M.,    Responded  to  by  Company  No.  2. 
Box  304.       Iti  service  two  hours. 
Covers  spread,  two. 

Insurance  on  building,  $1,500.      Losses  paid,  $1,150. 
Insurance  on  contents,  $500.     Losses  paid,  $250. 
Loss  on  property  not  insured,  $1,525. 

Thursday,      No.  61.3  Eighteenth  street.    One-story  frame  building. 

18th,  Cause  of  fire,  defective  chimney. 

9.26  p.  m.,     Responded  to  by  the  Captain. 
Box  276.       In  service,  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $50. 

Friday,  False  alarm. 

19th,  Responded  to  by  Company  No.  2. 

6. .33  p.  ML,  In  service  thirty-five  minutes. 
Box  97. 


Friday,  False  alarm. 

19th,  Responded  to  by  Company  No.  1. 

7.30  p.  m.,  In  service  twenty  minutes. 
Box  64. 


Saturday,       N.  E.  corner  of  Second  and  Frederick  streets.     One  story  frame 

20th,  building. 

2.00  a.  m.,     Cause  of  fire,  carelessness  with  cigar. 
Box  56.        Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $350. 
Insurance  on  contents,  $600.     Losses  paid,  $7.50. 

Sunday,       No.  1612  Post   street.     On e-story  frame  building. 
21st,  Cause  of  fire,  carelessness  with  candle. 

6.18  P.  M.,     Responded  to  by  Company  No.  2. 
Box  178.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 
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Monday,       Nos.  431-33  Sixth  street.     Two  and  three  story  frame  buildings. 
22d,  Cause  of  fire,  cigarette  smoking. 

10.07  a.  m.,    Responded  to  by  Company  No.  1. 
Box  154.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $9,000.     Losses  paid,  $774.50. 
Insurance  on  contents,  $3,550.     Losses  paid,  $284. 
Loss  on  property  not  insured,  $100. 

Tuesday,        Nos.  635-39  Sutter  street.    Two  and  three  story  frame  buildings 
23d,  Cause  of  fire,  carelessness  with  matches. 

11.47  A.  M.,    Responded  to  by  Company  No.  1. 
Box  371.       In  service  two  hours  and  twenty  minutes. 
Covers  spread,  nineteen. 

Insurance  on  building,  $6,500.     Losses,  $1,950. 
Insurance  on  contents,  $4,300.     Losses  paid,  $1,596. 

Tuesday,       No.  10  Lafayette  street.     Two-story  frame  building. 

23d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

6.29  P.  M.,     Responded  to  by  Company  No.  2. 
Box  71.        In  service  fifty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Tuesday,       No.  831  Bush  street.     Two-story  frame  building. 

23d,  Cause  of  fire,  defective  chimney. 

9.00  p.  m.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  371.       In  service  two  hours. 

Covers  spread,  eighteen. 

Insurance  on  buildings,  $7,000.     Losses  paid,  $925. 

Insurance  on  building,  $3,250.     Losses  paid,  $472. 

Saturday,  False  alarm. 

27th,  Responded  to  by  Company  No.  2. 

6.21  p.  m.,  In  service  forty  minutes. 
Box  97. 

Sunday,  No.  46  Third  street. 

28th,  Needless  alarm. 

10.35  A.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       No.  115  Twenty-sixth  street  (rear).    One-story  frame  building. 
29th,  Cause  of  fire,  defective  smoke-house. 

10.34  A.  m.,     Responded  to  by  the  Captain. 
Box  236.       In  service  two  hours. 

Insurance  on  building,  $5,100.  Losses  paid,  $1,050. 
Insurance  on  contents,  $3,000.  Losses  paid,  $2,974. 
Loss  on  property  not  insured,  $701 . 
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Monday,       Center  and  Kentucky  streets.     One-story  frame  building. 
29th,  Cause  of  fire,  defective  chimney. 

10.23  P.  M.,    Responded  to  by  Company  No.  1. 
Box  156.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $750.     Losses  paid,  $525. 
Loss  on  property  not  insured,  $500. 


NOVEMBER. 

Thursday,     California  and  Front  streets. 

1st,  Needless  alarm;  paper  burning  in  sewer. 

6.06  P.  m.,  .  Responded  to  by  Company  No.  1. 
Box  264.       In  service  twenty  minutes. 

Thursday,     Nos.  150-52  Freelon  street.    One-story  frame  buildings. 

1st,  Cause  of  fire,  friction  of  machinery. 

6.24  p.  M.,     Responded  to  by  Company  No    1. 
Box  68.        In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $400.     Losses  paid,  $45. 
Insurance  on  contents,  $600.     Losses  paid,  $28. 


Saturday, 

.  3d, 
1.41  A.  M. 
Box  184. 


Saturday, 

3d, 

5.37  P.  m. 

Box  97. 


No.  1160  Folsom  street.     Two-story  frame  building. 

Cause  of  fire,  supposed  rats  and  matches. 

Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  four. 

Insurance  on  building,  $1,000.     Losses  paid,  $265. 

Insurance  on  contents,  $1,000.     Losses  paid,  $200. 

False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  twenty-five  minutes. 


Tuesday,      No.  305  Ivy  avenue.     Two-story  frame  dwelling. 
6th,  Cause  of  fire,  supposed  carelessness  with  matches. 

2.31  P.  M.,     Responded  to  by  Company  No.  2. 
Box  81.        In  service  fifty  minutes. 

Insurance  on  building,  $4,000     Losses  paid,  $125. 
Insurance  on  contents,  $1,000.     Losses  paid,  $75. 


Wednesday,  Grace  Terrace.     Three-story  frame  building. 
7th,  Cause  of  fire,  hot  ashes  in  wooden  receptacle. 

10.50  a.  m.,    Responded  to  by  Company  No.  1. 
Box  29.        In  service  forty  minutes. 

Insurance  on  building,  $4,000.     Loss,  $10.     No 


rlaim . 
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Thursday,  No.  1313  Folsom  street.     Two-story  frame  building. 

8th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

5.17  p.  m.,  Responded  to  by  Company  No.  2. 

Box  7S.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $1.25. 

Saturday,  False  alarm. 

10th,  Responded  to  by  Company  No.  2. 

6.31  p.  m.,  In  service  thirty-five  minutes. 
Box  97. 

Saturday,  Nos.  1317-19  Market  street.     Three-story  frame  buildings. 

10th,  Cause  of  fire,  supposed  spontaneous  combustion. 

11.26  p.  m.,  Responded  to  by  Company  No.  2. 

11.34  p.  M.,  In  service  five  hours  and  thirty  minutes. 

11.43  p.m.,  Covers  spread,  ninety-seven. 

Box  76.  Insurance  on  buildings,  .$2,000.     Losses  paid,  $2,000. 

Box  152.  Insurance  on  contents,  $18,250.     Losses  paid,  $16,329. 

Box  183.  Loss  on  property  not  insured,  $18,894. 


Sunday,        Nos.  14-20  Ross  alley.     Three-story  brick  buildings. 

11th,  Cause  of  fii-e,  explosion  of  coal-oil  lamp. 

3.10  p.  M.,     Responded  to  by  Company  No.  1. 
Box  25.        In  service  two  hours. 

Covers  spread,  seventeen. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $2,850. 

Insurance  on  contents,  $11,350.     Losses  paid,  $5,578. 


Monday,       Second  and  Jessie  streets.     Three-story  brick  building. 

12th,  Cause  of  fire,  drunkenness. 

2.10  a.  m.,     Responded  to  by  Company  No.  1. 

Still.  In  service  ten  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $18. 

Monday,       No.  437  Natoma  street.     Two-story  frame  building  (roof). 

12th,  Cause  of  fire,  defective  chimney. 

7.19  p.  m.,     Responded  to  by  Company  No.  1. 
Box  64.        In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $250. 
Loss  on  property  not  insured,  $100. 


Monday,       No.  514  Pine  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  over-heated  stove. 

9.00  p.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  fifty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $60. 
Insurance  on  contents,  $250.     Losses  paid,  $40. 
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Tuesday,       No.  317  Bay  street.     One-story  frame  bath-house  (rear). 

13th,  Cause  of  fire,  defective  furnace. 

3.27  A.  M. ,     Responded  to  by  Company  No.  1. 
Box  192.       In  service  one  hour. 

Insurance  on  building,  $10,000.     Losses  paid,  $1,215. 
Insurance  on  contents,  $3,000.     Losses  paid.  $902. 


Thursday,     N.  E.  corner  of  Clay  and  Montgomery  streets.     Four-story  brick 

15th,  building  (awning). 

5.07  P.  m.,     Cause  of  fire,  electric  light  wires. 
Box  27.        Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Loss  on  property  not  insured,  $25. 


Thursday,     No.  937  Post  street.     Three-story  frame  building. 

15th,  Cause  of  fire,  carelessness  with  gasoline  stove. 

7.20  P.  M.,     Responded  to  by  Company  No.  2. 
Box  137.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $61. 

Insurance  on  contents,  $750.     Losses  paid,  $29. 


Thursday,     S.  W.  corner  of  Laguna  and  Greenwich  streets.    One-story  frame 

22d,  building. 

12.42  a.  m.,     Cause  of  fire,  unknown. 
Box  253.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  building,  $600.     Losses  paid,  $600. 
Insurance  on  contents,  $1,650.     Losses  paid,  $1,052.50. 
Loss  on  property  not  insured,  $550. 


Thursday,     No.  1212  Broadway  street.     One-story  frame  building  (roof). 

22d,  Cause  of  fire,  defective  chimney. 

12.08  p.  m.,     Responded  to  by  Company  No.  2. 
Box  129.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $250.     Losses  paid,  $50. 


Tuesday,       No.  14  Sherman  street.     Two-story  frame  building. 

27th,  Cause  of  fire,  hot  ashes  in  tin  boiler,  too  near  woodwork. 

12.28  p.  m.,    Responded  to  by  Company  No.  2. 
Box  153.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $2,300.     Losses  paid,  $290. 
Iusurance  on  contents,  $2,000.     Losses  paid,  $546.95. 
Loss  on  property  not  insured,  $25. 
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Wednesday,  Section  No.  2  Sea  Wall.     Steamship  Wall  walla. 

2Sth,  Cause  of  fire,  carelessness  with  matches. 

12.07  a.  m.,    Responded  to  by  Company  No.  1. 
Box  352.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $125. 

Wednesday,   No.  507  Pine  street.     Five-story  brick  building; 

28th,  Cause  of  fire,  explosion  of  gas. 

6.30  p.  m.,     Responded  to  by  Company  No.  1. 

Still.  In  service  twenty-five  minutes. 

Insurance  on  building,  $13,000.     Losses  paid,  $S0. 

Thursday,     No.  622  Linden  avenue. 

29th,  Needless  alarm  ;  steam  coming  from  cellar  of  dwelling 

4.46  p.  m.,     Cause,  defective  water-pipes. 
Box  58.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Thursday,     No.  110  Taylor  street  (rear).     Two-story  frame  building. 

29th,  Cause  of  fire,  defective  stove-pipe. 

9.30  p.  M.,     Responded  to  by  Company  No.  2. 
Still.  In  service  thirty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $30. 
Loss  on  property  not  insured,  $10. 

Friday,  No.  115  First  street. 

30th,  Needless  alarm  ;  burning  out  smoke-stack. 

6.45  A.  M.,  Responded  to  by  Company  No.  1. 

Box  52.  In  service  fiftv  minutes. 


DECEMBER. 


Saturday,      Nos.  9-15  Beale  street.     Four-story  brick  buildings 

1st,  Cause  of  fire,  supposed  rats  and  matches. 

4.30  A.  m.,     Responded  to  by  Company  No.  1. 
Box  265.       In  service  one  hour  and  ten  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 

Insurance  on  buildings,  $20,000.     Losses  paid.  $20. 

Insurance  on  contents,  $220,000.     Losses  paid,  $350. 

Sunday,        Nos.  209-13  Main  street.     One-story  frame  buildings. 

2d,  Cause  of  fire,  defective  furnace. 

4.03  a.  St.,     Responded  to  by  Company  No.  1. 
Box  265.       In  service  one  hour  and  twenty  minutes. 
Covers  spread,  four. 
Insurance  on  buildings,  $1,250. 
Insurance  on  contents,  $3,200.     Losses  paid,  $138. 
Loss  on  property  not  insured,  $150. 
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Monday, 
3d, 

1.27  A.  M. 

Box  9. 


Monday, 

3d,  ' 
11.20  a.  m 
Box  52. 


Tuesday, 

4th, 
3. OS  p.  M. 

Box  248. 


Friday, 

7th,' 

3.05  a.m.. 

Box  192. 


Friday, 

7th,' 

5.59  p.  m. 

Box  13. 

Monday, 

10th, 

12.28  a.m. 

Box  10. 


Thursday, 

13th, 

7.35  p.  m., 

Box  62. 


No.  536  Vallejo  street.     Three-story  frame  building. 

Cause  of  fire,  defective  stove-pipe. 

Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Insurance  on  building,  $1,200.     Losses  paid,  $30. 

Nos.  531-33  Mission  street.     Two-story  frame  buildings. 

Cause  of  fire,  children  with  matches. 

Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Covers  spread,  three. 

Insurance  on  contents,  $000.     Losses  paid,  $5. 

Loss  on  property  not  insured,  $700. 

No.  507  Broderick  street.     Two-story  frame  dwelling. 

Cause  of  fire,  children  with  matches. 

Responded  to  by  the  Captain. 

In  service  forty  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $110. 

Insurance  on  contents,  $2,000.     Losses  paid,  $65. 

No.  416  Francisco  street.     Two-story  frame  building. 

Cause  of  fire,  unknown. 

Responded  to  by  Company  No.  1. 

In  service  one  hour. 

Insurance  on  contents,  $1,000.     Losses  paid,  $180. 

Loss  on  property  not  insured,  $50. 

No.  126  Pacific  street. 
Needless  alarm,  chimney  burning. 
Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 

S.  E.  corner  of   Vallejo  and    Mason  streets.     Two-story  frame 

building. 
Cause  of  fire,  supposed  carelessness  with  cigar. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $2,000.     Losses  paid,  $350. 
Insurance  on  contents,  $2,500.     Losses  paid,  $882. 


Nos.  747-57  Mission  street.     One-story  frame  buildings. 

Cause  of  fire,  unknown. 

Responded  to  by  Company  No.  1. 

In  service  two  hours. 

Covers  spread,  nine. 

Insurance  on  buildings,  $3,800.     Losses  paid,  $1,100. 

Insurance  on  contents,  $1,500.     Losses  paid,  $361. 

Loss  on  property  not  insured,  $50. 
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Friday,         No.  651  Sacramento  street  (rear).     Two-story  brick  buildim 
14th,  Cause  of  fire,  supposed  carelessness  with  matches. 

1.0S  a.  m.,     Responded  to  by  Company  No.  1. 
Box  12.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $S,000.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $1,000. 


Friday,  Nos.  203-07  Mission  street.     Four-story  frame  mill. 

14th,  Cause  of  fire,  friction  of  machinery. 

2.50  P.  m.,  Responded  to  by  Company  No.  I. 

Box  265.  In  service  forty  minutes. 

Saturday,      No.  813  Sutter  street.     Two-story  frame  building. 

15th,  Cause  of  fire,  defective  grate. 

12.49  a.  m.,     Responded  to  by  Company  No.  1. 
D.  T.  In  service  one  hour. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Insurance  on  building,  $900.     Losses  paid,  $70. 
Insurance  on  contents,  $5,300.     Losses  paid,  $99. 


Saturday,      No.  12  Cleaveland  street.     Three-story  frame  building. 

15th,  Cause  of  fire,  children  with  matches. 

12.50  p.  w.,     Responded  to  by  Company  No.  2. 
Box  153.    '  In  service  fifty  minutes. 

Loss  on  property  not  insured,  $100. 


Monday,       No.  501  Haight  street.     One-story  frame  building. 
17th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.05  p.  M.,     Responded  to  by  Company  No.  2. 
Box  382.       In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $10. 


Tuesday,       Nos.  1-11  Jackson  street.     One  and  two-story  frame  buildings 

18th,  Cause  of  fire,  unknown. 

12.01  a.  m.,     Responded  to  by  Company  No.  1. 
Box  19.        In  service  one  hour  and  twenty  minutes. 
Covers  spread,  nine. 

Iusurance  on  buildings,  $1,650.     Losses  paid,  $850. 
Insurance  on  contents,  $5,900.     Losses  paid,  $905. 


Tuesday,       No.  3320  Mission  street.     One-story  frame  building. 

18th,  Cause  of  fire,  testing  oil. 

11.32  a.  m.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $400.     Losses  paid,  $230. 
Insurance  on  contents,  $2,200.     Losses  paid,  $1,623. 
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Wednesday,   Beale  street  wharf.     Ship  John  Rosenfeld. 

19th,  Cause  of  fire,  spontaneous  cortibustion. 

3.14  a.  m.,     Responded  to  by  Company  No.  1. 
Box  263.        In  service  forty  minutes. 

Friday,         No.  123  Kearny  street.     Three-story  brick  building. 
21st,  Cause  of  fire,  carelessness  with  cigar. 

4.45  A.  M.,     Responded  to  by  Company  No.  1. 
D.  T.  In  service  one  hour. 

.Extinguishers  used,  one.     Extinguished  by  Patrol. 
Insurance  on  contents,  $5,000.     Losses  paid,  $3. 


Monday,       Mission    and    Eleventh    streets.     One    and     two-story     frame 

24th,  buildings. 

3.13  A.  M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  71.        Responded  to  by  Company  No.  2. 
In  service  two  hours. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $460. 

Monday,       No.  309  Octavia  street.     Three-story  frame  building. 

24th,  Cause  of  fire,  children  with  matches. 

9.00  A.  m.,     Responded  to  by  Company  No.  2. 
Box  83.        In  service  one  hour. 

Insurance  on  contents,  $1,800.     Losses  paid,  $125. 

Monday,  No.  9  Austin  street.     Two-story  frame  building. 

24th,  Cause  of  fire,  wooden  ash-barrel  in  cellar. 

2.11  p.  m.,  Responded  to  by  Company  No.  2. 
Box  13S.  In  service  fifty  minutes. 

Tuesday,  No.  811  .Sacramento  street.     Three-story  frame  building. 

25th,  Cause  of  fire,  defective  stove-pipe. 

3.12  p.  M.,  Responded  to  by  Company  No.  I. 
Box  25.  In  service  one  hour  and  ten  minutes. 

Covers  spread,  five. 

Insurance  on  building,  $1,200.     Losses  paid,  $220. 

Loss  on  property  not  insured,  $300. 

Thursday,     No.  613  Fourth  street.     Two-story  frame  building. 

27th,  Cause  of  fire,  children  with  matches. 

10.46  A.  m.,     Responded  to  by  Company  No.  1. 
Box  68.        In  service  forty-five  minutes. 

Insurance  on  building,  $1,000.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $500.     Loss,  $5.     No  claim. 


Thursday,      No.  1811  Powell  street.     Three-story  frame  building. 

27th,  Cause  of  fire,  overheated  stove. 

4.27  P.  M.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  fifty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $175. 

Saturday,  No.  704  Dupont  street. 

29th,  Needless  alarm;  chimney  burning. 

3.35  P.  M.,  Responded  to  by  Company  No.  1. 

Box  25.  In  service  forty  minutes. 

Sunday,        No.  17  Rausch  street.     Two-story  frame  buildling. 

30th,  Cause  of  fire,  overheated  stove. 

2.53  p.  m.,     Responded  to  by  Company  No.  2. 
Box  184.       In  service  one  hour. 

Loss  on  property  not  insured,  $15. 


Monday,       Nos.  1711-15  Mission  street.     Two-story  frame  buildings. 

31st,  Cause  of  fire,  incendiary,  in  bakery. 

5.29  a.  M.,     Responded  to  by  Company  No.  2. 
Box  72.        In  service  two  hours  and  ten  minutes. 
Covers  spread,  nine. 

Insurance  on  buildings,  $3,6.33.  Losses  paid,  $1,210. 
Insurance  on  contents,  $4,750.  Losses  paid,  $1,535. 
Loss  on  property  not  insured,  $1,175. 
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